r 


Reynolds, E. 


PRAYER FOR PEACE; w, m& © E. A. Rey- 
nolds 6Dec54 EU379197 


Library of Congress & 
Copyright Office F 





REYNOLDS, EARLE L. 
Bite the dust, a comedy in three acts, by 
Leland Reno [pseud.] © Earle L. Reynolds, 
Yellow Springs, O+; le 19May47; D unp. 9302. 





REYNOLDS, EARLE Le 

I weep for you, a rugged comedy in three 
acts. (Earle L. Reynolds; le 8apri8; 
pv1,085. 





REYNOLDS, EARLE L. 
Solitude, a play in three acts, by Leland Reno 
[pseud. ] Earle 4, Reynolds, Yellow Springs, 
O-3; le 19May47; D unp. 9301. 





REYNOLDS, EARLE LANDRY. 

Bite the dust, a play in three acts. 
© Berle Landry ot le 23Peb)9;3 
on revisions; DU1 PreéVe POZs 
igayk73 D unp 9302. 





Reynolds, Ed. 


M1630 GORNSTON, DAVID, 1905- 
2 Gimme my long underwear; by Fred Hall, 
<G Ed, Reynolis and David Gornston, 
[For voice and piano] © David Gornston; 
23Jul51; EP56376. 


I, Hall, Fred. Il. Reynolds, Ed. III. Title. 


Library of Congress 
Copyright Office 





Reynolds, Ed, joint composer. 


actiall, Fred. Gimme my long underwear. 





REYHOLDS, EDMUND FRANCIS. 
On an island without you, a Gomeay in’ one 
act. © Edmund PF. Reynolds; 13apr5l; 
DU2Z7519% 


MAY i8 1951 





Reynolds, Edna. 


Hurry baby don’t be late; w E. Reynolds, 
m Johnny Dale. © Edna Reynolds, 
Shubuta, Miss,; 18Mar47; EU67542. 





Reynolds, Edna. 


To-nite for you alone; w E, Reynolds, 
m Johnny Dale, © Edna|Reynolds, 
Shubuta, Miss.; 18Mar47; EU67941. 





REYNOLDS, EDWARD. 
Pertility and Bator cn in human 
marriages, by fdward Reynolds and 
Donald Macomber, rng a .section by 


Edward Le Young © 26sun2h, 


A793792« n89358, yg Pi Donald 
Macomber (A) 


$7 MACOMBER, DONALD, joint author 


IIe YOUNG, EDWARD Le 
Tile MACOMBER, DONALD 


é 





REYNOLDS, EDWARD. . 

The Keye mang script no. 1, Seeds of doubt, by 
Ed Reynolds and Larry Holcomb. Radio script. 
©) H. Lawrence Holcomb and Edward Reynolds, 
New Castle, Del.; le 25Feb47; D unp. 7766. 


o el 3-25-47 





Reynolds, Edward Arthur. 


THE LORD'S PRAYER, with w; m & 
© Edward Arthur Reynolds 3May51 


EU237515 


MAY 29 1951 


Library of Congress 
Copyright Office © 





REYNOLDS, EDWARD D. 
Jesuits for the Negro. 232p. © The 
America Press, New York; 150ct49; 
A45363. 


I. America Press. 


Library of Congress 
Copyright Office 





REYNOLDS, EDWIN, 
Hand book of Insul-Wool insulation. 
A76915. SEE Insul-Wool Insula- 
tion Corporation, 





Reynolds, Eileen M. 


THREE SONGS OF FANTASY; w Frank Demp- 
ster Sherman & Eileen M. Reynolds, 
m Michael Head. © 9Mar25, E614045. 
R93773, 17Apr52, Michael Head (A) 


Library of Congress 
Copyright Office 





Reynolds, Elizabeth. 


THE HEAVENLY VOICE; w Elizabeth 
Reynolds, & m; high voice, in A flat. 
© 30Dec22, E555567. R63908, 7Jul50, 
Granville English (A of m) 


Library of Congress @ 
Copyright Office 





Reynolds, Elizabeth. 


LONELY HOURS; w Elizabeth Reynolds, & m; 
high or med. voice. © 25Sep22, 
E549174. R63907, 7Jul50, Granville 
English (A of m) 


Library of Congress 
Copyright Office 





Reynolds, Elizabeth K LR 
The cave. 


See 


The cave. 





Reynolds, Hlizabeth K. 


IN THE TREE TOPS HIGH; w Elizabeth K. 
Reynolds, & m; in D flat. © 7Mar22, 


E531828. R50813, 25Ju149, Edwin 
Schneider (A of m) 


Library of Congress 
Copyright Office 





R 
Reynolds, Elizabeth K 
There's a star shines, little mother, 
See 


There's a star shines, little mother. 





Reynolds, Elizabeth L. 
LOVE IS A WONDERFUL THING; m Cliff 


Dixon w & © Elizabeth L. Reynolds 
29Mar51 EU233851 


jun. 13 {951 


Library of Congress 
Copyright Office 





Reynolds, Elizabeth L. 


MARY IS MINE; m Cliff Dixon w & © Eliz- 
abeth L. Reynolds 19Mar51 EU232745 


Library of Congress @ APR 13 1951 
Copyright Office 





REYNOLDS, ELIZABETH ROGERS. 
A fire mist--a planet; illustrated 
by Rus Anderson. 128 p. 
© Thomas Nelson & Sons; 20Sep54; 
A153835. 


I. Nelson (Thomas) and Sons, New York. 


Library of Congress © 
Copyright Office 





Reynolds, Ella L l1yriciste 
cpeeGerleton, Robert Le ‘Through one doors 





Reynolds, Ella M. 


I'M DREAMING OF A LITTLE WHITE 
HOUSE © w Ella M. Reynolds m 
Ben Patton 28Jun48 EU137369 


Library of Congress 6 


Copyright Office 





E unpub. 1992 


Reynolds, Ella M 
Standing by the garden gate. 


see 


Schwandt, Wilbur 





Reynolds, Ellen Genevieve, 
MY CABIN IN THE HILLS m James Charles 


McNeil © w Ellen Genevieve Reynolds 
19Nov48 Eu150921 


Library of Congress Gi 


Copyright Office 





Reynolds, Ellis. 


M1573 DAUGHERTY, DOC. 

.D I'm confessin', that I love you; S.S.A., by 
Doc Daugherty [and] Ellis Reynolds, 
[words by] Al J. Neiburg, arr. by Milton 
James [pseud,] (Bourne series of choral 
music, 143) [With piano acc, ] 20¢ 
© on arrangement; Bourne, inc., New 
York; 20Dec50; EP51353. JAW 99 tor, 


I, Reynolds, Ellis. I. Title. [III. Nei- 
burg, Al J. IV. - Milton, 1915- ] 


Library of Congress 
Copyright Office 








Reynolds, Ellis. 


I'M CONFESSIN' THAT I LOVE YOU 
m Doc Dougherty & E 
Garr Joseph A. Dilla 

on chord symbols 


LDA 


llis ‘a vashes 
are 26May48 


EU132822 


REYNOLDS, ELSIEs 
Try your talent with Art O'Magie oii 
painting set. SEE Art O'Magic Core 
poration. 





M2092 REYNOLDS, ERMINIE §S 
4 The new invocation; SATB a cappella, 


-R [by] Erminie S. Reynolds. (Harold 
Flammer choral series, 84347) 18¢ 
© Harold Flammer, inc., New York; 
23Aug50; EP50068. 


. Title. 


Library of Congress 
Copyright Office 





Reynolds, Esther Louise. 


LOVE ME ALL THE TIME; w & m Ed Rose, 
Ann Dennis & Frank Magine, ukulele 
arr. May Singhi Breen De Rose. © 
20ct26, E648727. R118594, 20ct53, 
Esther Louise Reynolds (C of E. Rose), 
Ann Dennis & Frank Magine (A's) 


Library of Congress @ 





CORMORERE * .SHRPS Win Mz m Roneld 


Buck ©w Ethel Cc. tReynolds 
2Jan8 £U117 3) 


Library of Congress 
Copyright Office 





,Reynol s, Ethel C. 
My pin-up girl; w &m E. C. Reynolds. 
© Ethel C. Reynolds, Jamestown, N. Y 


25Febli7; EUL7322~ 


Library of Congress 


Copyright Office eB 





Reynolds, Ethel C, 


apes you; w &m E, C. Reynolds. © Ethel 
. Reynolds, Janestown, N. Ye; 27Janl7; 
Seer, 





Reynolds, Ethe 

COME es A TRIP WITH ME m Ronald 
Buck, © w Ethel Cleavie |Reynolds 
270cth7 BU106572 


Library of Congress 6 
Copyright Office 





REYNOLDS, ETHEL MANNIN SEE Mannin, 
Ethel Bdith. 





REYNOLDS, EVELYN CRAWFORD. 

To no special lands a book of poems, 
by Eve Lynn [pseud.] With a fore= 
word by Mary McLeod Bethune. [1st 
ed.] Exposition Press. 64 p. 
© Evelyn Crawford Reynolds (Eve 
Lynn) 3 25May53; A98071. 


Library of Congress 
Copyright Office 





Reynolds, Fay Milba M. 

I'LL BE ALWAYS IN LOVE WITH YOU; w & 
m Mildred Fay Reynolds © Fay Milba 
M. Reynolds 18Mar52 EU268230 


Library of Congress 
Copyright Office 





Reynolds, Fay Milba Mildred. 


AUTUMN LEAVES; w, m & © Fay Milba 
Mildred Reynolds 27Nov50 EU222261 


DEC 1 4 195 


Library of Congress eB 
Copyright Office 








M1630 REYNOLDS, FAY MILBA MILDRED, 1900- 

2 I found a rainbow in the heart of you; lyric 

ea | and music by Fay Milba [pseud.] New York, 
F, Milba Pub. 60¢ Appl. states prev. reg. 
25Aug50, no.213360. © Fay Milba Mildred 
Reynolds; 23Nov51; EP69280. 


I, Title. 


Library of Congress @ 
Copyright Office 





Reynolds, Fay Milba Mildred. 


LITTLE FRENCH GIRL; w & m Fay Milba 
Mildred Reynolds © E. Phelps Parker 
& Mrs. E. Phelps Parker ‘120ct54 


EU373747 


Library of Congress @ 
Copyright Office 





Reynolds, Fay Milba Mildred. 


SNOWFLAKES IN THE MOONLIGHT; w, m & © 
Fay Milba Mildred Reynolds 4Nov52 


EU292975 


Library of Congress & 


Copyright Office 





Reynolds, Fay Milba Mildred. 


THERE'S A WEE BONNIE BOAT. Wee bonny 
boat; w, m & © Fay Milba Mildred 
Reynolds 13Mar52 EU268448 


Library of Congress 6 
Copyright Office 





Reynolds, Fay Mildred. 


LET'S ALWAYS KEEP SPRING IN OUR HEART; 
w, m & © Fay Mildred Reynolds 4Aug50 
EU211429 





Reynolds, Pay Mildred. 


SPRING © w & m Fay Mildred Reynolds 
20Apr49 EU164537 


Library of Congress @ 
Copyright Office 





Reynolds, Fey Mildred 
see also 
Reynolds, Mildred Faye Milba 


Reynolds, Fay Milba Mildred 
Reynolds, Mildred Fay 





Reynolds, Fay Milba Mildred 
see also 
Reynolds, Fay Mildred 


Reynolds, Mildred Faye Milba 
Reynolds, Mildred Fay 





Reynolds, Faye Vivian. 


I AM KANSAS © w & m Faye Vivian 
Reynolds 17May49 EU167483 





REYNOLDS, FELAND RAYMOND ©. 
Debtor's final notice. Dallas, 
c19)\8. Sheet. © 9Aug))8; AA96795~ 





REYNOLDS, FELAND RAYMOND ©, 
Debtor's reminder notice. Dallas, 
c19k8. Sheet. © 100ctl,8; 
44111663. 





REYNOLDS, FERRIS E. 

An adventure with people; the read- 
ing, writing, and arithmetic of 
teaching religion. 96 p. 
© Christian Education Press; 
25Jan54; A123284. 


I, Christian Education Press. 


Library of Congress @ 


Copyright Office 





Reynolds, Forrest W. 


M1630 SCHWANDT, WILBUR. 

ne I wish I were a star, words by 

25 Forrest W. Reynolds, music by 
Wilbur Schwandt. © Nordyke Pub- 
lishing Co., Hollywood, Calif.; 
273u148; EP31494. 


I. Reynolds, Forrest W., lyricist. 
II. Title. 


Library of Congress S 


Copyright Office 





Reynolds, Forrest Waldo. 
THERE'S NOT ANOTHER FOOL LIKE ME © 


w Forrest Waldo Reynolds m Ben 
Patton 28Jun48 EU137371 


Library of Congress & 
Copyright Office 





REYNOLDS, FRANCES BURR. 
[Burr chart - southern California, showing 


physical features] map on sheet 22 x 24 
cm. Scaleca. 1:1,100,000. © Frances 


Burr Reynolds, New York; 1Mar51; F9793. 


1. CALIFORNIA. 
I. Title. 


Library of Congress G@ JUL 3 6 1951 


Copyright Office 





I 468 


Reynolds, Frances Burr 
La Guardia airport. 
photostat. 


Reproduced from drawing. 
> Ag 4-13-46; Smithtown Branch, N. Y.3 
I ° 


trm 9-2)-)6 





REYNOLDS, FRANCES BURR, New York. 
Salt Lake Cit ar chart. 
(greshte) 2 ar73; 10 218. 


trem 15Jul\7 





Reynolds, Frances E. 


FREEDOM IS OUR HAPPINESS; w, m & 
© Howard T. Reynolds & Frances E. 
Reynolds 260ct51 EU254283 


Library of Congress @ 
Copyright Office 





Reynolds, Frances E, 


SPEAK UP FOR FREEDOM © w & m Howard 
ive i ae oo & Frances E. Reynolds 
a 


L7Nov49 EU185382 


Library of Congress = 


Copyright Office 





Reynolds, Frances E. 


TWO FOLKS IN LOVE; w Frances E, Reynolds 
m Howard T. Reynolds © Frances E. 
Reynolds & Howard T. Reynolds 12Jul54 
EU364082 


Library of Congress @ 
Copyright Office 





Reynolds, Frances E. SEE ALSO 
Reynolds, Frances W. 





Reynolds, Frances Evelyn. 

ST, AGNES SCHOOL SONG; w, m & © 
Frances Evelyn Reynolds 30Jun52 
EU279791 


Library of Congress 
Copyright Office 





Reynolds,| Frances W. 


THE AMERICAN WAY OF LIFE; w Frances .W.. 
Reynolds m Howard T. Reynolds © 
Frances W. Reynolds & Howard T. Rey- 
nolds 15Nov54 EU377054 


Library of Congress oO 
Copyright Office 





Reynolds, Frances W. 
Reynolds, Frances 





Reynolds, Francis B » claimant. 

instructions for the printing and 
use of the Reynolds method of indicat- 
ive and lubricative eye rest and sight 
conservation. [Dubuque, Ia., Printed 
by the Pauly printing co.] c19l6. 

sheet. 28 x 21 1/2 om. fold. to 
ol 1/2 Th om. 


© 6-17-.6; 2 c 6-20-6; Dubuque, 
Ia.; AA 15781. 


@- 8-22-)6 





REYNOLDS, FRANCIS BENEDICT Cy 
The American workers! diary, with 
daily definitions of communistic 
dangerss lv. © 28Sep50; 
AA162457-« 


OCT 16 1950 





Reynolds, Francis J. 

COLLIER, firm, publishers. New 
world atlas and gazetteer. Ed. 
and rev. by Francis J.|Reynolds. 
1919 ed. © 8Sepl19, stooge 
R20836, 25Jul.7; P. F. Collier & 
Son Corp. (PWH) 


Library of Congress 
Copyright Office 





Reynolds, Francis J. 


COLLIER, firm, publishers. Rey- 
nold's after-war atlas and 
gazetteer of the world. Ed. and 
rey. by Francis J. fReynolds. 
© 26Augl9, A530659; 
25sulh7; P. F. Collier & Son 
Corp. (PWH) 


Library of Congress @. 


Copyright Office 





Reynolds, Francis J., joint compiler 

Collier's new photographic history of the world's 
war, including sketches, drawings and paintings. 
1918 new edition. R1988. 





REYNOLDS, PRANCIS J., ed. 

The new world atlas and gazetteer. 
1925 ed., rev. to date by Adam 
Ward. © 6mMar23, a6967)6. 
R74560, 23Feb51, P. FP. Collier 
& Son Corp. (PWH) 


I. Ward, Adam. 


II. Collier (P. F.) and Son Corp. 





REYNOLDS, FRANCIS J. The story of 
the great war, by Francis J. Rey- 
nolds, Allen L. Churchill and. 
Francis Trevelyan Miller. Diplo- 
matic ed. Vol. 7. © 23Mayl9, 
4515709. R17677, 194prl.7; P. F. 
Collier & son corp. (PWH) New 
York. 


@ 3306 





REYNOLDS, Francis Joseph. SEE 
The new world atlas and gazetteer. 
R59015 ce 





REYNOLDS, Francis Joseph. SEE 
Reynolds comprehensive atlas and gaz- 
etteer ... R59016 ... 





REYNOLDS, FRAWCIS JOSEPH, ed. 
World's War events, comp. and ed. 
by Francis J. Reynolds and Allen 
L. Churchill. 3 v. © 25Augl9, 
we geek R2003lL., 25Ju1h7; 

. F. Collier & Son Corp. (PWH) 


@” cor. 





Reynolds, Frank L. 
BROKEN STRINGS ON MY GUITAR Ow & m 
Frank L. Reynolds m William Tieber 
190ct49 EU182257 


Library of Congress @ 
Copyright Office 





Reynolds, Frank L. 


COUNTERFEIT KISSES © w & m Frank L. 
Reynolds m William Tieber 190ct49 
EU182258 


Library of Congress © 


Copyright Office 





Reynolds, Frank Lee. 
BECAUSE AN ANGEL FELL IN LOVE WITH ME; 


w, m & © Frank Lee Reynolds 30Apr52 
EU273215 


Library of Congress = 
Copyright Office 





’ Reynolds, Frank Lee. 


BIG BROWN EYES. Your big brown eyes and 
little white lies are making me blue; 
w, m & © Frank Lee Reynolds 30Nov50 
EU222575 





Reynolds, Frank Lee. 


ECHO HILLS; w & m Frank Lee Reynolds 
m William Richard Tieber © on new 
w Frank Lee Reynolds & William 
Richard Tieber 8Aug52 EU285036. 
Appl. states prev. ay t as Broken 
strings, 190ct49, EU182257. 


Library of Congress & 
Copyright Office 





Reynolds, Frank Lee. 


I'LL REMEMBER YOU; w, m & © Frank Lee 
Reynolds llJan52 EU261013 


Library of Congress ee 
Copyright Office 





Reynolds, Frank Lee. 


MY SONG COMES FROM DEEP WITHIN MY 
HEART; w, m & © Frank Lee Reynolds 


1Feb51 EU227954 


Library of Congress 
Copyright Office 





Reynolds, Frank Lee~ 


NOW I LAY ME DOWN TO WEEP; w, m & 
© Frank Lee Reynolds 30Nov50 EU222574 





Reynolds, Frank Lee. 


AN OLD FASHIONED GIRL IS ALWAYS IN 
STYLE; w, m & © Frank Lee Reynolds 
19Jan51 EU226601 


FEB 21 1951 


Library of Congress S 
Copyright Office 





Reynolds, Frank Lee. 
(THE STARS ALL KNOW) I LOVE YOU SO; 


w, m & © Frank Lee Reynolds 19Jan51 
EU226602 


Library of Congress eS 
Copyright Office 





Reynolds, Frank Lee. 


WITHOUT ANY RHYME OR REASON; w, m & © 
Frank Lee Reynolds 5Mar52 EU266743 


Library of Congress 
Copyright Office 





Reynolds, Frank Lee. 


WOULD YOU SURRENDER; w, m & © Frank 
Lee Reynolds 5Mar52 EU266744 


Library of Congress 
Copyright Office 





Reynolds, Frank Lee. 


YOCKIE CHOLLIE; w, m & © Frank Lee 
Reynolds llJan52 EU261014 


Library of Congress @ 
Copyright Office 





Reynolds, Frank W, 


U. S. NATIONAL INSTITUTE OF HEALTH. 
DIVISION OF RESEARCH GRANTS AND 
FELLOWSHIPS. 

Recent advances in the study of 
venereal diseases, a symposium, held 
under the auspices of the Syphilis 
Study Section, Division of Research 


Grants and Fellowships, National 
Institute of Health, U. S. Public 
Health Service in the auditorium of 
the U. S. i of ste ig 
Washington, D. C., April 8-9, 1948, 


—_ — @o853 on a 
ibrary ¢ ONErS34 
Copyright Office at | ei 





ars 


U. S. NATIONAL INSTITUTE OF HEALTH. 
DIVISION OF RESEARCH GRANTS AND 
FELLOWSHIPS. 

Recent... (Card 2) 


Chairman, Syphilis Study Section, 
J. E. Moore. [Frank W. Reynolds, 
executive assistant, Syphilis 
Study Section. Raleigh, N. C.] 
Pub. by the Venereal Disease 
Education Institute in cooperation 


Cont. on next 


Bae icaiaten Ciateweli @:) egm/rk 
Copyright Office A2 867 





U. S. NATIONAL INSTITUTE OF HEALTH. 
DIVISION OF RESEARCH GRANTS AND 
FELLOWSHIPS. 

Recent... (Card 3) 


with the U. S. Public Health Service. 
341 p. illus. © Venereal 

Disease Education Institute; 

26Aug48; A24867. 


I. Moore, Joseph Earle. 
II. Reynolds, Frank W. 


Littary of Congress Ooe25) he ae 
Copyright Office AD4BG7 





REYNOINS, Frank ¥. Syrhitis. . 
AA1O100, SEE Oxford loose~-leaf 
medicinos Vole 5, chaps 26, 
P-657- 676 (9). 





Reynolds, Franklin Donald. 


THE DEAREST SWEETHEART A BOY CAN FIND; 
w Franklin Donald.Reynolds w & m 
Billy Dean Lee © Franklin Donald 
Reynolds & Billy Dean Lee 20Apr53 
EU312828 


Library of Congress oS 


Copyright Office 





Reynolds, Fred Atwood, 1904+ 

Mail dispateh study methods, Roanoke, Va., 
$1947, : 
5 pe 23 ome 


(@) author, Roanoke, Va.s 1leb47s AA 46108, 


eb SApr47 





Reynolds, Fred Atwood, 190k,- 
' $cheme and schedule co-ordination. 
Roanoke, Va., c19)j7. 

6 23cm. 


Pe 


"Dispatch-aid" (form) mounted on 


“¢ revisions, author, Roanoke, Va.; 


1lPebli73 AA53513~ 


@ 2iJuly7 





Reynolds, Fred Atwood, 1904+ 

Sgheme and sehedule cowordination. Roanoke, 
Vae, 1947, 

stapled sheets. 23 ome 


(¢), author, Roanoke, Va., 11Feb473 AA 46107, 


eb SApr47 





Reynolds, Mrs Fred J. 


AN ANGEL m Robert L. Carleton, Qw 
Mrs. Fred J.[Reynolds 3Nov\7 
EU101685 





Reynolds, Mrs. Fred J. 
IN MY HEART m Robert L. Carleton, 


©w Mrs. Fred J./Reynolds 2l,Nov\7 
BU105523 


Library of Congress @ 
Copyright Office 





s Opes fh Mrs eet J barle ton, 


© w Mrs. Fred J.jReynolds 11Dech7 
BU109321 —" 


Library of Congress 
Copyright Office 





Reynolds, Freda. 

THE MAIDEN IN THE MEADOW m Ronald 
Buck, © w Freda \Reynolds. 270ct7 
EU106576 


Library of Congress S 
Copyright Office 





Reynolds, G. N. 
KATHLEEN O'MORE; old melody, w 
G. N. Reynolds, revision & accompa- 
niment G. H. Clutsam; in C. 
© 270ct22, E550107. R53636, 280ct49, 
G. H. Clutsam (A) 





REYNOLDS, G. R. 


SEE 
CHRISTIAN CHRONICLE. 


Library of Congress 6 Copyright Office 





Reynolds, George E, 


DEKOVEN, REGINALD, 1859-1920. 

R. DeKovents Oh promise me eee 
pes a by George Reynolds 
[c1946] © Gamble Hinged 
Music Co., Chicago; on arrange- 
ment; 1lOJanli7; EP11089. 


I. Reynolds, George E., arr. - Il. 
Title: Oh promise me, 


Music Cat. 





REYNOLDS, GEORGE F. Facts and back- 
grounds of litcrature, English 
and American, by George F. Rey- 
nolds and Garland Grecver. 
© 7Apr20, A565567; R25719, 
13Nov47; George F. Reynolds & 
Garland Greever (A) 


36 
Library of Congress 


Copyright Office 





REYNOLDS, GEORGE FULLMER. 
Books and you, by George F, Reynolds. 
Is poetry an intellectual art? By George 
Sherburn, 62p. (The George Fullmer 
Reynolds lectures, 1948,1950) © Uni- 
versity of Colorado, Boulder; 17Jul50; 


A46466, 


I, Sherburn, George Wiley. 
II, Colorado. University. SEP 1.5 1950 


Library of Congress 
Copyright Office egm/ms 





Reynolds, George Fullmer, 1877- 


English literature in fact & story, being a brief account of its 
writers & their backgrounds, matters very necessary to be 
known by the gentle reader of polite letters. To which are 
added for his greater edification many amusing & famous anec- 
dotes and much other illustrative material with maps, charts & 


pictures ... By George F. Reynolds. Rev. ed. New York, 
London, D. Appleton-Century company, incorporated ,1946, 


xviii, 547 p. incl. illus, maps (1 double) plates, ports. 173™. 


1. English literature—Hist. & crit. 2. Authors, English. 1. Title. 
II. Appleto D. )-Centyr ompany 46 

inc. Rew ¥en. ( ) Claimants ny 46-20060 

Library of Congress eo PR85.R44 1946 

(2) 820.9 





REYNOLDS, George Fullmer. SEE 
Evan Harrington. R61731. 





REYNOLDS, GEORGE LESLIE ©. 
Desert snow. [Frozen animal half 
buried in snow] © le 2iJan)9; 


JU5563-~ 





REYNOLDS, GEORGE LESLIE ©. 
frail of the blizzard. [Cattle bur- 
4ed in snow] © le 2hJanl9; JU5362. 





Reynolds, George Warren. 


THE BIG CITY BLUES; w, m & © George 
Warren Reynolds 27Mar53 EU309498 


Library of Congress 
Copyright Office @ 





Reynolds, George Warren. 

I'M ALONE AND I'M BLUE; w, m & © 
George Warren Reynolds 12Aug53 
EU327082 


Library of Congress © 





Reynolds, George Warren. 


THE SHEPHERDS! CHRISTMAS STORY; w, m & 
© George Warren Reynolds 23Nov53 
EU338773 


Library of Congress 6 
Copyright Office 





Reynolds, Gerald. 


ADORAMUS TE CHRISTE; by Giovanni Pier- 
luigi da Palestrina, ed. & arr.; 
SSAA. © 220ct23, E574420. R78157, 


4May51, Gerald Reynolds (A of editirg 
& arr. } 


Library of Congress 
Copyright Office © JUL 6 1951 





Reynolds, Gerald. 


EN AVAN', GRENADIE. Onward march, 
grenadier; harmonizing & arr. for 
women's voices by Gerald Reynolds. 
© on harmonization & arr., 2O0Mar24, 
E584751. R89279, 23Jan52, Patricia 
A. Carter (NK) 

. & got 


4s 


Library of Congress 
Copyright Office 





Reynolds, Gerald. 


HODIE CHRISTUS NATUS EST; by Gregorio 
Gurini, ed. & arr.; SSAA. © 220ct23, 
E574421, R78158, 4May51, Gerald 
Reynolds (A of editing & arr.) 


Library of Congress eS 


Copyright Office 





Reynolds, Gerry, joint author. 


REYNOLDS, HELEN MARY GREENWOOD 

(CAMPBELL) 

Brother scouts, by Dickson [Reynolds, 
pseud.] and Gerry Reynolds. New York, 
T. Nelson [1952] 158 p. © Dickson 
Reynolds & Gerry Reynolds; 21Aug52; 
A69395. 


I, Reynolds, Gerry, joint author. 


Library of Congress 
Copyright Office 





REYNOLDS, GERTRUDE M. ROBINS. Also 
ran, by Mrs. Baillie Reynolds. 
Pub. abroad 8Jul20; pub. U. S. 
29Sep20, A601077; R23552, loctk7; 
L. Baillie Reynolds (Wr) 


Library of Congress 
Copyright Office 





Reynolds, Gertrude M. (Sobins) 
& castle to let, by Bere, Baillie Reynolds, 


(¢) 68epl7, A473361. 13700, 1LDecs6; 
L. Baillie Reynolds (Wr) St. Albans, England. 


egn &Feb47 





Reynolds, Gertrude M (Robins) 
Chateau 4 louer, roman tr. de l’anglais par Charles Grol- 
leau et Renée Jourdain. Paris, J. Tallandier ,1947;, 


286 p. 19 em. 


1. Title. 


PR6035.E73C33 48-13902*f 
© Librairie Jules Tallandier; 11Sep47; AF4928. 


Library of Congress a re) 





Reynolds, Gertrude M, (Robins) 
& doubtful character, by Mrs. Baillie Reynolds. 


Bub, 24Novl3, 4357941. Prev. ceg, Al 1745- 
R13699, 11Dec46; L. Padllie Reynolds (We) 


“se 


§ t s tf age 3 Engla nd o 


egn SFeb47 





REYNOLDS, GERTRUDE M. (ROBINS) 
L'extraordinaire Mr. Eccott [par] Baillie 
Reynolds. Adaptation frangaise de S. Ch. 
de Léo [de A very private secretary] 
Paris, Tallandier. 318 p. © on adapta- 
tion; Société d'éditions et de publications; 


2Mar50; AF0-1806. 


I. Léo; S. Ch. de, tr. 
Il. Société d'éditions et de publications. 


JUL 1 2 1959 


Library of Congress mds/r 
Copyright Office 





REYNOLDS, GERTRUDE M. (ROBINS) 
The gift in the gauntlet, by 
Mrs. Baillie Reynolds. (Pub. 
abroad as Thunderstorm in the 
Quiver, May 1927, chapter 30-33) 
© 30ct27 (pub. abroad 26Apr27, 
AI-9639); Al007)09. L. Baillie 
Reynolds (Wr); 70ctSh; R137h21. 





REYNOLDS, GERTRUDE M. (ROBINS) 

His second venture, by Mrs, Baillie 
Reynolds. (In the Quiver, Apr.«-July 
tet © AO (pubs abroad 
lApr2i,, sige 3dun2), 1Jul2k), 
A807079. R83754-83757, 27Sep51, 

Le Baillie Reynolds (Wr) 





REYNOLDS, Gertrude M. (Robins) SEE 
The judgment of Charis. R50855. 





REYNOLDS, Gertrude M. (Robins) SEE 
fhe lost discovery. R600)2. 


Revised. 





REYNOLD, GONZAGUE DE, 
Le monde russe. Paris, Plon, 412 p. 
(La Formation de l'Europe, t. 6) 
© L, U. F. et Librairie Plon; 15Sep50; 
AF0-3390, 


I, Librairie universelle de France, 
II, Librairie Plon, 


dr/r 


Library of Congress a Z 
Copyright Office JAM 2 & ao, 





REYNOLDS, HANNAH AN} 

Canyon trails of Ca talina, by Ann 
Cloud Reynolds [pseud,] “3 Pes 
illus. Hannah = Reynolds (in 
notices Ann Cloud Reynolds) Avalon, 
Calif.; 16Mar50; AAI 6150. 





EYNOLDS, HANNAH ANN, 

Mountain trails of Catalina, b 

Ann Cloud Reynolds {[pseud.} fa Pe» 
illus. © Hannah Ann Reynolds (in 
notice: Ann Cloud Reynolds) Avalon, 
Calif.; 2lApri:8; Aa81862. 





Reynolds, Hannah E., joint author, 


JENKINS, MARY LOU. 

God's dividends in Louisiana; a story of 
missionary growth on typical fields. By 
Mary Lou Jenkins and Hannah E. Rey- 
nolds. 139p. © Louisiana Baptist 
Woman's Missionary Union, Alexandria, 
La.; 31May50; A46437, 


I, Reynolds, Hannah E,, joint author. 
II, Louisiana Baptist Woman's Missionary 
Union, 


Library of Congress 
Copyright Office vp/ms 


SEP 15 1956 





@ 
Oo 

« 
5 
o 
ri 
4 


i 


author, 


@) 





neyno AS ys Haro Ue 
[Brown, Philip Mathias] 
Crossing the bar. Bismarck, N. D., 


©7196. 
mip, cols tila, 26. 


Cover title. 


© lJunh6; Harold |Reynolds; AL8LS. 


Library of Congress 
Copyright Office 





Reynolds, Harold, lyricist. 
<fe<HRichard, Leo. Dreaming of you. 





Reynolds, Harold E. 


Brown, Philip Mathias, 1906- 
Beloved memories. 


© lJunlé; Harold =, Reynolds, St. 
Charles, I11.; Al8h8. 


I. Titie, 





REYNOLDS, HAROLD WILLIAM. 
Golden hamsters. Hamster photography 
by Peter Rogers. [Silver Spring, Md.] 
c1950. 28 p. © on additions & revisions; 
Milo Grange Denlinger; 18Dec50; A54614. 


I, Denlinger, Milo Grange. 


md/r 


Library of Congress 
Copyright Office 





MAY 22 1954 


Reynolds, Harry, lyricist. 
sfeeRichard, Leo. Hail the seabees. 





Reynolds, Harry. 


I WISH YOU WOULDN'T SING THAT SONG; w 
Harry Reynolds m Floyd Hunt © St. 
Louis Music Corp. 6Jan50 EU195021 





x Reynolds, Harry. 

M1630.2 PERRY, CHARLES. 

~P Overnight I Made a Hit with My 
Baby; words by William Tisko, 
music by Charles Perry and 
Harry \Reynolds,. A Charles 
Perry arrangement. © Joe 
McDaniel Music Co.,New York; 
QMayh7; EP161)3. 


I. Reynolds, Harry, joint composer. 
II. Tisko, William, lyricist. III. 
Perry, Charles, arr. IV. Title. 


i £<C 
ubrary of Consee §— @_—tusic cat. 





REYNOLDS (Harry) Productions. SEE 
Double Confession. LP831l. 


MAY 15 1959 





REYNOLDS, HARRY B. : 

Such wisdom as men will need, a study of 
straight thinking and stupidity. San 
Francisco, 1951. 100 p. © John Howell; 
10Dec51;.A63139, - 


: I, Howell, John, firm, San Francisco. 


MAR. 2 01952. 


sma/r 


Library of Congress ye 
Copyright Office 





KK 1562 


Reynolds, Harry E » claimant. 
ees Heurey hose dryer. (Hose drier) 
[Detroit, Printed by Brownell photo 
lithograph CO} CLOUS. | 
display card, illus. 12 1/2 x 20cm. 


Print. 


At head of title: Swivel hook - hangs 
wg or a 
6-3-6; 2 ¢ 6-17-16; Detroit; KK 562 


ef 8-1-6 





KK 1,563 


Reynolds, Harry E » claimant. 
eee Hourey lingerie dryer. (Lingerie 
drier) [Detroit, Printed Brownell photo 
lithograph co.]: cl 9), 5% 
display'card. illus. 28x17 1/2em. 


Print. 
At head of title: SWivel hook - hangs 
anywhere. 


© ee l.63; 2 ¢ 6-17-63; Detroit; KK 1563. 


ef 8-1-)6 
@ 





#% 7-9-l.6 - Variance in year date of pub. 
noted, applicant explains that the works 
were‘ actually first published on June 3, 
19,6. 

(signed) DEW 





Reynolds, Harry Eugene. 


HOW MUCH DO I LOVE YOU w Harry 
Eugene Reynolds, arr Mary Eliza- 
beth Case, ( m Lawrence Smith 
Morrison 14Nov47 EU1034i1 





REYNOLDS, HARRY H. ©, . 
Presidents of the United States. 
Red Bank, N. Je, c19)8. Folder, 





Reynolds, Harry J. 
BONNIE ISLE m Robert Louis Carleton 
© w Harry J. Reynolds 9May49 
EU166907 


Library of Congress @ 
Copyrizht Office 





Reynolds, Harry J. 
FOOLING m Robert Louis Carleton © w 
Harry J. Reynolds 7Feb49 EU156768 


Library of Congress 


Copyright Office 





Reynolds, Harry J. 


ISLE OF LOVE m Louis Tobin © w Harry 
J. Reynolds 17Aug49 EU176246 


Library of Congress % 


Copyright Office 





Réynolds, Harry J. 
ROLLING, JUST ROLLING ALONG m Robert 


Louis Carleton © w Harry J. Reynolds 
21Mar49 EU162277 





REYNOLDS, HARRY M. 
To the forge shop. SEE Renite 
Company. 





J 56 


Reynolds, Harry Kk 


Whirl-a-gun. 


Photographic 
©le 5-5-6; 


print. 
Brooklyn, 


2 


W 


ive 


ehaimant. 


Y.3; J 56h. 





M1630 REYNOLDS, HARRY s 

Pies Three=-cornered kisses; words and 

okt music by Harry S. Reynolds. © 
Nordyke Publishing Cosy Hollywood, 
Calif.; 20dugh5; Ep2l088,. 





M1640.2 
oR ae 
Reynolds, Harry 8S Aes 
Three cornefed kisses; ‘words. see by 
He Se Reynolds, Hollywood, Calif., 
Nordyke music publigations, 
© 20Augh5; 2c 2Febl6; ‘ Nordyke 


publishing company; EP989. 


For voice and piano, with chord 
symbolse 


‘ é 


foe PICS g 


Library of Congress @ : 


Copyright Office Music: Cats 





M1630 REYNOLDS, HARRY WILLIAM, 1893- 

2 Bedroom blues; words & music [by] Harry 

.R Reynolds. © Harry William Reynolds; 
21Jun51; EP55513. 


I, Title. 


Library of Congress ac ms 
Copyright Office UL 30 1951 





Mi630 REYNOLDS, HARRY WILLIAM, 1893- 

2 The donkey's prayer; march, words and 

-R music by Sergious Ricmenyupoop [pseud.] 
$1 © Harry William Reynolds; 21Jun51; 
EP55514, 


I. Title. 


Library of Congress 
Copyright Office 


JUL 3.0 1954 





Reynolds, Hayden Hamfiton. 


BEYOND THE MOON © w & m Hayden Hamil- 
ton Reynolds 28Mar49 EU161962 


Library of Congress o 
Copyright Office 





Reynolds, Hayden Hamilton. 


AN ETCHING IN THE MOONLIGHT © w & m 
Hayden Hamilton Reynolds 28Mar49 
EU161961 





Reynolds, Hayden Hamilton. 


LATCH ON TO IT © w & m Hayden Hamilton 
Reynolds 28Mar49 EU161959 


Library of Congress & 


Copyright Office 





Reynolds, Hayden Hamflton. 


LAZY © w & m Hayden Hamilton Reynolds 
28Mar49 EU161958 


Library of Congress 
Copyright Office 





Reynolds, Hayden Hamilton. 
LET'S BURY THE HATCHET © w % m Hayden 
Hamilton Reynolds 28Mar49 EU161960 


Library of Congress o 


Copyright Office 





Reynolds, Hayden Hamilton. 
MY LOVE FOR YOU © w & m Hayden Hamil- 
ton Reynolds 6Jun49 EU169422 





Reynolds, Hazel Elinor. 
DREAMING TONIGHT IN THE FIRELIGHT; 
w, m & © Hazel Elinor Reynolds 

9Sep52 EU287200 


Library of Congress @ 
Copyright Office 





Reymolds, Hazel Elinor. 


MY MOUNTAIN LAURA; w, m & © on changed 
w & m Hazel Elinor Reynolds 8Dec5 


EU379518 


Library of Congress @ 


Copyright. Office 





Reynolds, Hazel Elinor. 


MY MOUNTAIN LAURA; w, m & © Hazel 
Elinor Reynolds 160ct53 EU334674 


Library of Congress oF 





Reynolds, Helen. 


BEYOND THE BLUE SKY; w Helen Reynolds 
m Louis Tobin © Helen Reynolds 
2Dec53 EU339860 


Library of Congress @ 


Copyright Office 





Reynolds, Helen. 


DESTINY OF DREAMS; w & m Helen Rey- 
nolds arr H. E. Washbourn © Helen 
Reynolds & H. E. Washbourn 16Jul151 
EU244470 


S\ 
ete a 
fi 


Library of Congress & 
Copyright Office 





Reynolds, Helen. 

Gregg typing for colleges, by Helen Reynolds ... and Harold 
H. Smith ... New York, Chicago ,etc.; The Gregg publishing 
company, °1946. 


viii, 248 p. incl. illus., forms, diagr. 21x 28}™. 


1. Type-writing. 1. Smith, Harold Harland, 1890— joint author. 
1. Title. 


Z49.R4 652 46-22555 
© 20ct46 ; publisher, New York; A7094. 


Library of Congress e (6) 





REYNOLDS, HELEN. 

Gregg typing for colleges. 
Teacher's manual, by Helen 
Reynolds and Harold He Smithe 
32 pe © The Gregg Pub. Co's, 
New Yorks; 9M ayh9: AA12031h. 





REYNOLDS, HELEN. 
Gregg typing for colleges. Work- 
book and supplementary problems, 
by Helen Reynolds and Harold H. 
Smith. 159 pe © Gregg Pub. Co., 
New York; 11Sepl;7; on pp. 1)9- 
1593 AA638),0. 





REYNOLDS, HELEN. 

Office practice typewriting [by] 
Helen Reynolds and Eleanor Skimin. 
Gregg Pub. Division, McGraw-Hill. 
125 p. © McGraw-Hill Book Co., 
ine.; 7Apr543; A132896. 


I. Skimin, Eleanor, joint author. 
II. McGraw-Hill Book Company, inc. 


Library of Congress e 
Copyright Office rf 





REYNOLDS, HELEN. 
office * practice typewriting. 
Teacher's manual and key cbys 
Helen Reynolds and Eleanor Sictmin. 
Gregg Pub. Division, MceGraweHiill 
Book Coe LO pe © McGraweHill 
Book Cos, inces 17Sep5h3 A1531:33. 





REYNOLDS, HELEN DICKSON 
SEE Reynolds, Helen Mary Greenwood 
(Campbell) 





REYNOLDS, HELEN MARY GREENWOOD 

(CAMPBELL) 

Angry river, by Dickson Reynolds [pseud.] 
Decorations by Clifford Geary. Edin- 
burgh, New York, Nelson. 181 p. 
© Helen M. G. Reynolds; 19Sep51; A59036. 


mA 4 
ep/ 6ct -% 198% 


Library of Congress 
Copyright Office 





[REYNOLDS, HELEN MARY GREENWOOD 

(CAMPBELL) } 

Big shark, by Dickson Reynolds 
{pseud.] Illus. by Grattan Condon. 
New York, T. Nelson. 159 p. 
© Helen M. G. Reynolds; 4Augh8; 
A24330. 


I. Condon, Grattan, Illus. 


Library of Congress @ 


Copyright Office 





REYNOLDS, HELEN MARY GREENWOOD 
(CAMPBELL) 
Brother scouts, by Dickson [Reynolds, 
pseud.] and Gerry Reynolds. New York, 
T. Nelson [1952] 158 p. © Dickson 
Reynolds & Gerry Reynolds; 21Aug52; 


A69395, 


I, Reynolds, Gerry, joint author. 


Library of Congress 
Copyright Office 





REYNOLDS, HELEN MARY GREENWOOD 

(CAMPBELL) 

Cherries are ripe, by Dickson Reynolds 
[pseud.] Illustrated by Dorothy Bayley 
Morse, New York, Nelson. 191 p. 
© Helen M. G. Reynolds; 5Jul50; A45328. 


ma/r 


Library of Congress ; 
Copyright Office HUE hf 7G 
FPN 





REYNOLDS, HELEN MARY GREENWOOD 
(CAMPBELL) 
The fire patrol, by Dickson Reynolds 
preet Jacket by Grattan Condon, 


First appeared in a short version as an 
eight-part serial in the Canadian boy, 
under title: Red shirts in green timber] 
New York, T. Nelson. 192p. © Helen 
M. G. Reynolds; 15Jun49; A33715, 


Library of Congress oy mds/r 


Copyright Office 





REYNOLDS, HELEN MARY GREENWOOD (CAMP-=-: 
BELL) 
Fortune trail, by Dickson Reynolds 
[pseud.] Decorations by Edmond 
J. Fitzgerald. Funk & Wagnalis. 
PA Mie a oe © Helen Dickson Reynolds; 
210ct543 A158760. 


Library of Congress @ 
Copyright Office 





REYNOLDS, HELEN MARY GREENWOOD 

(CAMPBELL) 

The fur brigade, by Dickson Reynolds 
[pseud.] Decorations by Edmond J. 
Fitzgerald. New York, Funk & Wagnalls, 
1953. 207 p. © Helen Dickson Reynolds; 
30Mar53; A84828. 


Library of Congress @ 
Copyright Office 





(Reynolds, Helen Mary Greenwood (Campbell), 1884 

Gold in Mosquito creek, by Dickson Reynolds ;pseud, LIllus- 
trated by Grattan Condon. New York, Edinburgh ,etc.; T. 
Nelson & sons ,1946, 


192 p. incl. front., illus. 21™. 


© 11Sepl6; author, Vancouver, B. C.; 
A6095. 


1. Title. 
46-7209 


Library of Congress & PZ7.R3358Go 
13) 





REYNOLDS, Helene P. 
Just ask. BU17575. SBE MacBryde, K. M. 





REYNOLDS, HELENE FORTESCUE. 
Pish and chipped carrots [a television 
script] @ Helene Fortesdgue Reynolds; 
le 15Novii3 DU17179. 





REYNOLDS HELENE FORTESCUE. 
The pld&yboy, a new play in three acts. 
© Helene Fortescue Reynolds; 25Jun51; 
DU28273. 





REYNOLDS, HENRY ©. 
Benco. [Game rules] Chicago, 
c1951le Sheets © 22Jan5i; 
AAL7519} 





RE 


Play Lin; 30. 
AA118267 { . 





REYNOLDS, HENRY ©. 
Play Renko, the new contest game. 
{Rules} Sheet. © lAug50; AA1571),9). 





REYNOLDS, HENRY. 
oe advertising discount card. 
Henry Reynolds; lJunSks; A14135. 





REYNOLDS, HENRY. ’ 

Reynolds advertising discount system 

Sheet. . © Henry Reynolds; 26Mayhls 
A139953.6 





AA 252hh 
- 


cReynolds, Henryy 1865- » claimant. 

A treatise on the power of the 
universal mind. [Chicago, Printed by 
Dollar letter service] cl19i6. 

stapled sheets (4 1.) 28 x 21 1/2 
cm. 

Mimeographed. 
© 9-17-l.6; 2 ¢ 9-21-16; Chicago; 

AA 252hh. 


afp 11-19-l6 





REYNOLDS, HENRY J. 

The chemical eradication of undesir- 
able fish; a pamphlet on the control 
and management of fish population 
of lakes, streams and ponds. z 
Sumner? Wash. BAe oe illus. 
© Percy A. Combelic; 16Apr48; 
A22814. 


I. Combelic, Percy A. 


Library of Congress @ ebc/ p o 


Copyright Office 





Reynolds, Herbert. 


DREAMS FOR SALE; from Honeymoon Lane, 
w Herbert Reynolds, m James F. 
Hanley, new arr, Arthur renee. 
© on new arr.; 17Sep26; E648405, 
Shapiro, Bernstein & Co., inc. 
(PWH of A. Lange); 25Jan54; 
R124393, 


Library of Congress & 


Copyright Office 





Reynolds, Herbert, 1867-1933. 


M1356 KERN, JEROME, 1885-1945. 

K (The girl from Utah) They didn’t believe 
me; fox-trot, lyric by Herbert Reynolds, 
music by Jerome Kern, dance orch. arr. 
by Jack Mason. © T. B, Harms Co., New 
York; 2Feb49; on arrangement; EP34162. 
Piano-conductor score (orchestra, with 


words) and parts. 


I. Reynolds, Herbert, 1867-1933, lyricist. 


II. Mason, Jack, arr. II. Title. 
Library of Congress IV. Title: The girl from 


Copyright Office Utah 





Reynolds, Herbert, 1867-1933. 


M1552 KERN, JEROME, 1885-1945, 

.K (The girl from Utah) They didn't believe 
me; [from The girl from Utah] duet, 
soprano and baritone, lyric by Herbert 
Reynolds, music by Jerome Kern, arr. 
by William Stickles. [With piano acc.] 75¢ 


© on arrangement; T. B. Harms Co., 
New York; 29Mar51; EP53733. 


. Title. Il. Title: The girl from Utah. 
lint, Reynolds, Herbert, 1867-1933. IV. 
Stickles, William, 1883- ] 


Library of Congress 
Copyright Office 





Reynolds, Herbert. 


HALF A MOON IS BETTER THAN NO MOON; 
from Honeymoon Lane, by Herbert 
Reynolds, Eddie Dowling & James 
F., Hanley. © on 2d verse & changes; 
4Sep26; E648129. Isabel LeMon 
Hanley (W); 25Jan54; R124392. 


Library of Congress e 


Copyright Office 





Reynolds, Herbert. 
KERN, JEROME, 1885-19)5. 

They Didn't Believe Me ... S.A-B. 
arr. by William Stickles. Lyric 
by Herbert [Reynold music by 
Jerome Kern. ©T,. B. Harms Co., 
New York; |\Decl:7; on arrangement; 
EP20)5). 


I. Reynolds, Herbert, set a ce lyricist 
II. Stickles, William, 1883- arr. 
Titty ities 


Library of Congress @ 
Copyright Office 





M1572 


ei 


KERN, JEROME, 1885-1945. 

They Didn't Believe Me; two part 
chorus arr. by William Stickles. 
Lyric by Herbert Reynolds , music 
by Jerome Kern. OT, Harms ° 
Co., New York; Dech7; on arrange- 
ment; EP20)55. 


I. Reynolds, Herbert, 1867 - -1944, lyricist 
Ii. Stickles, William, 1883- arr 
TTI. Title. 


Library of Congress a 


Copyright Office 





Reynolds, Herbert 
see also 


Rourke, M.E. 
Rouke, Michael E. 





Reynolds, Horace. 


OUR LOVE; w, m & © Horace Reynolds 
26Dec51 EU259589 


Library of Congress @ 
Copyright Office 





REYNOLDS, HOWARD GARDNER. 
Red Forest, a musical comedy in two 
acts by Howard Reynolds and George 
Alvin Oldenburg. Music and lyrics by 
George Alvin Oldenburg. [Text and music 
onbeparate leaves] (© George Alvin 


Matthew Oldenburg, Howard Gardner 
Reynolds; le 6Seph9; DU21307. 





| 
Reynolds, Howard T. 


THE AMERICAN WAY OF LIFE; w Frances W.. 
Reynolds m Howard T. Reynolds © 
Frances W. Reynolds & Howard T. Rey- 
nolds 15Nov54 EU377054 


Library of Congress @ 
Copyright Office 





Réynolds, Howard T. 


FREEDOM IS OUR HAPPINESS; w, m & 
© Howard T, Reynolds & Frances E. 
Reynolds 260ct51 EU254283 


Library of Congress a 
Copyright Office 





Réynolds, Howard T, 


SPEAK UP FOR FREEDOM © w & m Howard 
T, Reynolds & Frances E. Reynolds 
17Nov4e EU185382 


Library of Congress # 


Copyright Office 





Reynolds, Howard T. 


TWO FOLKS IN LOVE; w Frances E. Reynolds 
m Howard T. Reynolds © Frances E, 
Reynolds & Howard T. Reynolds 127u154 
EU364082 


Library of Congress & 
Copyright Office 





Reynolds, Howard Tanious, 192\- 
This is a lovely world; words ease 
~emememeee by H. T. Reynolds. 
anos 
© 10-8-6; H. T. Reynolds, Phila- 
delphia; EU 3918. 





Reynolds, Howard Tanious, 1924- : 
eePage, James Edwin. Will it come true? 





REYNOLDS, HOWARD WILLIAM. 

Map of Cuyama Valley and Carrizo Plains; 
Santa Barbara, Ventura, San Louis [sic] 
Obispo & Kern Counties, California, 
Compiled by Howard Reynolds & Munger 
oilogram; drawn by E. Placidi. map 258 


x 88 cm. Scale ca. 1:48,000. © Howard 
William Reynolds, jr., Los Angeles; 
1May50; F7437. 


1. CALIFORNIA, southern. 
I. MUNGER oilogram. II. PLACIDI, E. 


Library of Congress Wy 
Copyright Office 6 JUN 2 6 1050 





Reynolds, Hubert. 


SHE'S A SWEETHEART OF INDIANA m Rob- 
ert Louis Carleton © w Hubert Rey- 
nolds 13Jun49 EU170158 





M1630 REYNOLDS, HUBERT L 


Let’s build a bridge of dreams; words and 
music by Roy Acuff, Mel Foree and] 
Hubert L. Reynolds. © Leeds Music Corp, 
New York; 29Nov49; EP42336. 


I, Acuff, Roy, 1903- joint composer, 
IT. Foree, Mel, joint composer, 
Ill. Title. 


Library of Congress 
Copyright Office 





M1630 REYNOLDS, HUNTER. . 

a Call me to breakfast when the bacon’s in 
the pan; words and music by Hunter Rey- 
nolds. © Skokie Music Co., Chicago; 
21Feb49; EP34436, 


I, Title. I, Title: When the bacon’s in the 
pan, 


Library of Congress 
Copyright Office S 





Reynolds, Hunter L.- 


Autumn twilight; m Russell Wilts 


© Skokie music cos, Hunter 14 IRewnetdss 
sole owner, Chicago; 28Mar)7; EU. ‘ 





Reynolds, Hunter L. 

CALL ME TO BREAKFAST WHEN THE BACON'S 
IN THE PAN w & m Hunter L. Reynolds 
© Skokie Music Co. 19Nov48 EU149317 


Library of Congress oS 


Copyright Office 





Reynolds, Hunter L. 


Centennial hymn; m Thomas J. 
Filas. (© Hunter L.\Reynolds, 
sole owner Mike-tunes, Chicago; 


LhAprh7; EU8912. 


Library of Congress @ 


Copyright Office 





Reynolds, Hunter fb. 


FANFARE m Thomas J. Filas © Hunter L. 
Reynolds, sole owner Skokie Music 
Co. 310et49 EU183419 





Reynolds, Hunter L. 


FLYING COLORS MARCH m Thomas J. Filas 
© Hunter L. Reynolds, sole owner 
Skokie Music Co. 7Mar49 EU159287 


Library of Congress 6 
Copyright Office 





E unpub. 5488. 


Reynolds, Hunter L., claimant. 
Glacier. ; 


Rocked id 


Oliver, George V. 


é MSH 4-29-16 





Reynolds, Hunter L. 

JUNIOR JUNCTION JINGLE w & m Maurice 
Murray © Hunter L. Reynolds, sole 
owner Skokie Music Co. 2May49 
EU165865 


Library of Congress @ 
Copyright Office 





Reynolds, funter Le 
Love is so beautifuls words by Bs Le Reynolds, 
© %1ai6h; Skokfe music co.(H. Le Reynolds, 
gole omer) Chicago; 41307, 





Reynolds, Hunter Le. 
Rainy weather; words by He Le Reynoldse . 
@ Yulwih; Skokie music co. (A. Le Reynolds, 
sole omer) Chicagos 2041306, 





Reynolds, Hunter L. 


VALSE EVELYN m George V. Oliver 
© Hunter L. Reynolds, sole owner 
Skokie Music Co. 3Nov49 EU183926 


Library of Congress &) 


Copyright Office 





Réyrolds, Huritéer L. 


WHAT'S COOKING © w & m Hunter L. Rey- 
nolds 9Febli8 EU120081 


Library of Congress @ 
Copyright Office 





Reynolds, Hunter L. 


WINDY CITY m Harry Kogen © Hunter L. 
Reynolds, sole owner Skokie Music 
Co. 3Nov49 EU183925 





Reynolds, Hunter L., sole owner of 
Mike-Tunes 


see 


Mike-Tunes. 





Reynolds, Hunter L., sole owner of 
Skokie Music Company 


see 


Skokie Music Company. 





REYNOLDS, HUNTER, Le, Sole owner, 
Smokie Music Co. SEE 
Smokie Music Co. 


EU272223 





REYNOLDS, Zs Bes ea, 

The big four, edited by I. FE. 
Reynolds, and others; male 
quartets. © 2Nov273; A1012312, 
Hope Pub. Co. (PWH); 17NovSh; 
R139086. 


Music '27 2021 





REYNOLDS, I. Es, musical ede Cole# 
mantg male quartetse AA119767. 
SEE Coleman, Robert He, ode 





Reynolds, I. E. 


KINGDOM SONGS; compiled Robert H. 
Coleman & I. E. Reynolds. © 15Jul2l, 
AA119768. R49342, 13Jun49, Sunday 
School Board of the Southern Baptist 
Convention (PWH) 


Library of Congress @ 


Copyright Office 





REYNOLDS, Ie Ee, Ode 
Kingdom songs, ede and comp. by 
Ie Ee Reynolds and Robert He 
Colemans, 320 peg musice © Sunday 


School Board of the Southern Bape 


tist Convention, Nashville; 15Jul21; 
AA119768. 





REYNOLDS, INA LODMELL- 
Personally yours. Highlander Pub. 
Coe 19 pe © Ine Lodmell 
Reynolds; 16Dec53; A139511. 





Reynolds, Inez. 


SUN, MOON AND STARS; w, m & © Inez 
Reynolds 21Dec50 EU225085 


Library of Congress § 
Copyright Office 





REYNOLDS, IRENE A. 
Greeting cards. SEE Printed catalogs 
for Works of Art, July-Dec.199 
under Stanley Greetings, Inc. 





Reynolds, Irma G,. 

HATED LOVE; w irma G. Reynolds m Larry 
Allen © Irma G, Reynolds & Crown 
Music Co, 280ct54 EU375406 


Library of Congress @ 
Copyright Office 





M2199 





Reynolds, Isham E 1879- ‘ 
"Beautiful’' Jesus"; [wrds by] Mrs. 
Rosina Bloore, 1 . 


© 20Julrl6; lyricist, Fort Worth, exe 
EP9197. 


lose scores: SATB. 


I. Bloore4, Rosina, 1885- lyricist, 
II, Titles 


Music Cate 
Official only 


REYNOLDS, ISHAM E, 

Jehovah's praise, by Ie E. Reynolds 
and Be Be. MeKi inney. © 2hsun25, 
4855695. 2150 > 290ct52, 
Broadman Pre PWH) 


Ie MeKinney, Baylus Benjamin, joint author 2c 
Cl. Broadman Press 2c 





M2199 REYNOLDS, ISHAM EMMANUEL, 1879- 

ot His own; anthem for mixed voices [words] 
anonymous [music by] Isham E, 
Reynolds, arr. by W. J. R. [Hymn, with 
music] 18¢ © on arrangement; Century 
Press, Oklahoma City; 30Jul53; EP75178. 


I, Title. [Il Reynolds, William Jensen, 
1920- ] 


Library of Congress @ 


Copyright Office 





M1679 REYNOLDS, IVAN, 1922- 
2 Blue Okanagan; by Ivan Reynolds. © Empire 
oR Music Publishers, New Westminster, 

B, C., Can.; 15Mar49; EF13197, For 

voice and piano, with ‘chord symbols. 


I. Title. 





M1679 REYNOLDS, IVAN, 

2 Centipede; words & music by Buddy 

.R Reynolds, © Empire Music Publishers, 
New Westminster, B,. C.; 6Feb53; 
EF0-18426, 


‘Tale, 


Library of Congress 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 
Golden eagle rag; by Buddy Reynolds. 
[For voice and piano] © Empire Music 
Publishers, New Westminster, B, C.; 
1Apr52; EF0-13240; 


I, Title. 


Liprary of Congress 
Copyrignt Office 





M1679 REYNOLDS, IVAN, 1921- 
18 I want to be your valentine; by Buddy 


.R5S6 ‘Reynolds. (In his Songs of the heart, : 


folio 1 folio 1, p.26=27) [For voice and piano] 
© Empire Music Publishers, New West- 


minster, B. C.; 23Jan52; EFO-11619, 


. litle. 
> OA 1952 


Library of Congress 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

3 I was only fooling; words & music by 

.R Buddy Reynolds. © Empire Music Pub- 
lishers, New Westminster, B. C.; 19Feb53; 
EF0-18679, 


I. Title, 


Library of Congress ia 


Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 
Jealousy; by Buddy Reynolds. [For voice 
and piano] © Empire Music Publishers, 
New Westminster, B.C.; 22Apr52; 
EF 0-13450, 


I, Title. 


Library of Congress 
Copyright Office 





M1630 REYNOLDS, IVAN, 1921- 

-R Jim crack corn; Blue tail fly [arranged by 
Buddy Reynolds] [For voice and piano] 
40¢ © on revised words & music; 
Sharrell Music Publishers, New West- 
minster, B. C.; 2Oct51; EF0O-10250. 


I. Title, II. Title: Blue tail flyEC 11 195) 


Library of Congress 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

2 Make believe castle at the end of my rain- 

oR bow; by Buddy Reynolds. [Melody and 
chord symbols, with words] © Sharrell 
Music Publishers, New Westminster, 
B.C.; 22Dec50 (in notice: 1951); EF0-7139, 


I. Title. 
wn * 


Library of Congress 
Copyright Office 





M1679 REYNOLDS, IVAN. 

2 Ogopogo; by Buddy Reynolds. [For voice 

-R and piano] © Empire Music Publishers, 
New Westminster, B. C.; 29May52; 
EF0-14030. 


I. Title. 


Library of Congress 
Copyright Office 





Reynolds, Ivan. 


OVER AN OCEAN OF GOLDEN DREAMS 
w & m Ivan Reynolds © Empire 
Music Publishers 12Sep49 EU178372 


Library of Congress OS 


Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

18 Rocky Mountain rhythm; by Buddy Rey- 

-R5S6 nolds, (In his Songs of the heart. folio 
no,l, p.8-9) [For voice and piano] 
© Sharrell Music Publishers, New West- 
minster, B. C.; 2O0ct51; EFO-10251. 


I. Title. 


51 
6 Pe 


Library of Congress G pet 
Copyright Office 





M1679 REYNOLDS, IVAN. 

2 Roly poly heart; by Buddy Reynolds. [For 

R voice and piano] © Empire Music Pub- 
lishers, New Westminster, B. C.; 10Mar53; 
EFO0-19026. 


I, Title. 


Library of Congress 
Copyright Office 





Reynolds, Ivan. 
SADIE HAWKINS": DAY; w & m Ivan Reynolds 


© Empire Music.Publishers 2Feb53 
EU302364 


Library of Congress @ 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

18 Songs of the heart; [by] Buddy Reynolds 

-R5S6 [and others] New Westminster, B.C. 
[Sharrell Music Publishers] sole selling 
agents, Empire Music Publishers, 
Partial contents of folio no.1 separately 


registered: EP10251-10254, 


I, Title. 


Library of Congrass & 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

18 Southbound; by Buddy Reynolds, (In his 

-R5S6 Songs of the heart. folio no.1, p,20-21) 
[For voice and piano] © Sharrell Music 
Publishers, New Westminster, B. C.; 
20ct51; EFO-10253. 


I. Title, 


6 
Library of Congress ee pet 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

2 Spruce bug; by Buddy Reynolds. [For 

R voice and piano] © Sharrell Music Pub- 
lishers, New Westminster, B. C.; 
14Dec50 (in notice: 1951); EF0-6330, 


I, Title. 


Library of Congress @ 
Copyright Office 





M1679 REYNOLDS, IVAN, 1921- 

18 Waltz of the stream; by Buddy Reynolds. 

-R5S6 (In his Songs of the heart. folio no.1, 
p.22-23) [For voice and piano] © Shar- 
rell Music Publishers, New Westminster, 
B. C.; 2O0ct51; EFO-10254, 


I, Title, 


Library of Congress & 
Copyright Office 





REYNOLDS, IVAN Mey AND MORRISON, ROSS 
Wey Composing the partnership of 
REYNOLDS AND MORRISONs SEE Reynolds 
and Morrisons 





Reynolds, J. Bernard. 


Are you taking the Lord as your 
Savior? wJ. B. Reynolds, m 
Harry and Mildred Bell. 
© J. Bernard Reynolds, Burnham, 
Me.; 1lMarh7; EU66921. 





Reynolds, J. Bernard. 


THE STORM ON THE SEA; w, m& © J, 
Bernard Reynolds 21Nov52 Eu294918 


Library of Congress ally 


Copyright Office 





REYNOLDS, Je i. G 
Good news nowlki Sheet, illus. 
© 7Sepli9; AA132832. 





REYNOLDS, Je Me ©. 
The simple solution to a vital 
roblem.s Folder, illus. 
© 7Sepl;9; AA132833. 





Reynolds, Jack. 

BABY, WHAT GOES WITH YOU Ow & m 
Jack Reynolds & Larry McMahon 
3Jan49 EV153311 


Library of Congress 
Copgrizht Office 





Reynolds, Jacke 


DON'T FEEL SORRY FOR ME; w, m & © 
Jack Tas ea & Larry McMahon 23Jan52 
EU26215 


Library of Congress @ 
Copyright Office 





Reynolds, Jack. 
GRATEFUL; w, m & © Jack Reynolds 
4Fep53 EU302679 


Library of Congress 
Copyright Office 





Reynolds, Jack, 

it's nobody's fault but your ows; 
words and music by Js Reynolds anf 
Mickey 1éeb, 


el. 
© 12-16-63 J, Reynolds and M, Kippel, 
Bayonne, N, Je3 EUL52276 





Reynolds, Jack. 

LOVE HAS COME AND GONE © w & m Jack 
Reynolds & Larry McMahon 20Dec48 
EU153510 





Reynolds, Jack. 

Mame is me flame; lyric by Larry — 
McMahon. ew York, Mills music, inc. 

© 1)Novl6; publisher; EP9845. 

For voice and piano, with chord 
symbols. 


I. McMahon, Larry, lyricist. 
II. Title. 


Music Cat. 


Library of Congress 
Copyright Office 





Reynolds, Jack, 


My love song; m J. Reynolds & Larry 
McMahon. © Jack Reynolds, Bayonne, 


Ne Je3 1yFebl:7; EUl7059- 





Reynolds, Jack. 


PASSPORT TO HEAVEN; w & m Larry 
McMahon, Jack Reynolds & Al Fields 
© Edward B. Marks Music Corp. 
23Apr51 EU236265 


a of Congress 
erg 





Reynolds, Jack. 


M1630 FIELDS, ALBERT CARL. 

2 Passport to heaven; words and music by 

F Jack Reynolds, Larry McMahon and A] 
Fields. © Edward B. Marks Music Corp., 
New York; 29May51; EP54909, Appl. 
states prev. reg. as You are my passport 


to heaven, 31Dec43, EU358724; 23Apr51, 
EU236265, 


I. Reynolds, Jack. II, McMahon, Larry. 
Ill, Title. 


Library of Congress 
Copyright Office JUN 2 





Reynolds, Jack. 


THAT'S HOW IT ALL BEGAN; w Sam Ward 
m Jack Reynolds © Sam Ward & Jack 
Reynolds 14Sep53 EU330798 


Library of Congress @ 





Reynolds, Jack. 


TIME © w & m Jack Reynolds & Cliff 
Friend 10May49 EU168441 





Reynolds, Jack. 

WHAT MAKES ME LOVE YOU SO Ow &m 
Jack Reynolds & Larry McMahon 
18Jan49 EU154248 


Library of Congress @ 
Copyright Office 





Reynolds, Jack. 


YOU CAN EASILY TELL © w & m Jack Rey- 
nolds & Larry McMahon 17Mar49 


EU165457 


Library of Congress @ 
Copyright Office 





REYNOLDS, JACK, PSEUD. SEE 
Cornell, Alden Evans, 1901- 


BUZ4L6)9 





REYNOLDS, JAMES. 

Andrea Palladio and the winged 
device; a panorama painted in 
prose and pictures setting forth 
the far-flung influence of Andrea 
Palladio, architect of Vicenza, 
Italy, 1518-1580, on architec- 


ture all over the world, from his 
own era to the present day. Illus. 
with drawings by the author and 
with phofes. New York, Creative 


@ (Cont. on next card’ 
f - = aT) = 4 7 el 





REYNOLDS, JAMES. Andrea Palladio and 
the winged device ... (Card 2) 


Age Press. 330 p. © James Rey- 
nolds; 150ct48; A26500. 


I. Palladio, Andrea. 


, Library of Congress = 
Copyright Offiee = 





REYNOLDS, JAMES. 

Baroque splendour. Paintings in sanguine 
by the author. New York, Creative Age 
Press. 271 p. © James Reynolds; 
12Apr50; A42769. 


Library of Congress @ 
Copyright Office 





REYNOLDS, JAMES. 
Fabulous Spain. New York, Putnam [1953] 
319 p. illus. © James Reynolds; 
11May53; A91866. 


Library of Congress 
Copyright Office 





REYNOLDS, JAMES. 
Gallery of ghosts. 295 p. illus. 
© Creative Age Press, inc., New York; 
TNov49; A38291. 


I. Creative Age Press, inc. 


Library of Congress 
Copyright Office 





Reynolds, James, 1891- 
Ghosts in Irish houses. New York, Creative Age Press, 
1947, 


xix, 283 p. illus., col. plates, map (on lining-papers) 28 cm. 


1. Ghosts. 
BF1475.R4 1947 133.12 47-12407* 
© Creative Age Press, inc. ; 26Nov47; A19314. 


¢\? 
Library of Congress [3] 





REYNOLDS, JAMES, 
The grand wide way. New York, Creative 
Age Press. 347p. © James Reynolds; 
9Feb51; A52351. 


Library of Congress 
Copyright Office 





REYNOLDS, JAMES. 
James Reynolds! Ireland. Farrar, 
Straus and Young. 275 p. © James 
Reynolds; 230ct53; A111149. 


Library of Congress ¢ 





REYNOLDS, JAMES. 
Maeve, the huntress. New York, Farrar, 
Straus and Young [1952] 439 p. 
© James Reynolds; 18Apr52; A66081. 


Library of Congress a 
Copyright Office 





REYNOLDS, JAMES. 
Pageant of Italy. Putnam. 361 p. 
© James Reynolds; 110ct54; 
A158106. 


Library of Congress & 


Copyright Office 





REYNOLDS JAMES. 

terrible, quite tll, Souren titles 
SEE DeGraff, Esther Penny Boutcher. 
The quarry. »DU35788. 


A te 





Reynolds, James, 1891— 

A world of horses, by James Reynolds. A conversation 
piece devoted to all aspects of the subject, horse. The way a 
human regards a horse and the way a horse regards a human. 
Illustrated with photographs and drawings in black and white 
by the author. New York, Creative age press, inc. ,1947, 


x p., 11, 259 p. col. front., illus., plates. 24™. 


1. Horses. 2. Horses—Legends and stories. 1. Title. 
SF283.R4 636.1 Agr 47-204 
© 27¥F eb47; publisher; A11487. 


U.S. Dept. of agr. Librar 
for Library of Congress vy w| see: 





REYNOLDS, JAMES A, 
The Catholic emancipation crisis in 
Treland, 1823-1829, 204 p. 
© Yale University Press; 17Nov54; 
A164151. 


I. Yale University Press. 


Library of Congress @ 
Copyright Office 3 





Reynolds, James Cecil. 

AFTER YEARS; w James Cecil Reynolds m 
Jackie Dale Lamar & Ann Nita Lamar 
© James Cecil Reynolds, Jackie Dale 
Lamar & Ann Nita Lamar 18Feb54 
EU347015 


Library of Congress @ 
Copyright Office 





REYNOLDS, JAMES CLARK, ed. 
Speed, the book of racing and records, 
136 p. illus. © Temple Press ltd., 
London; 16Oct50; 2c 19Oct50; AIO-734, 


I, Temple Press ltd. 


dr/r 


Library of Congress 
Copyright Office NOV 16 1950 





Reynolds, James E 1895- ed. 

Reading fun; the funniest stories, poems, and plays selected 
from the world’s best literature for children, with numerous 
exercises for developing reading skills. ~New York, Noble & 
Noble, 1948 2. e. 1947, 


x, 226 p. illus. (part col.) 20cm. 


1. Readers and speakers—1870— 1. Title. 
PE1121.R35 372.4 47-6197* 
© Noble and Noble, Publishers, inc. ; 7Aug47; A15531. 


Els 


Library of Congress 





REYNOLDS, JAMES FRANCIS, AND ROE 
PALMER HENDRICK, d.b.a&. TARTAN 
TOYS. SE Tartan Toys. 





Reynolds, James Fredrick. 


WITH TEARS IN MY EYES © w & m James 
Fredrick Reynolds 17Dec48 EU158877 


Librery of Congress y @ 
Copyright Office 





Reynolds, James Harry. 


FAREWELL ALMA MATER; w, m & © James 
Harry Reynolds & Donald Franklin 
Stine 25Aug52 EU285603 


Library of Congress . & 
Copyright Office 





REYNOLDS, JAMES JOSEPH, 

Old World origins of American civilization, 
by James Reynolds and Walter Lefferts, 
279 p, illus, © on p, 234-243 & revi- 
sions; Noble and Noble, Publishers, inc,, 
New York; 9Jan51; A51468, 


I, Lefferts, Walter, joint author, 
Il, Noble and Noble, Publishers, inc. 


FER 1 6 1951 


LD 


Library of Congress vp/r 
Copyright Office 





REYNOLDS, JAMES JOSEPH, 

Short stories of famous men, by James J. 
Reynolds, Mary A. Horn, and Phoebe 
Mizell. [Cover title: Short stories of 
famous men in history] [Rev. by the 
editorial staff of the publisher; new 
matter by J. Kendrick Noble] New York 
[1953] 309 p. illus. © on revisions & 
new matter; Noble & Noble, Publishers, 
ine.; 28Jan53; A88391. 


S ( Cont'd. on next card) 
i/ 


Library of Congress 
Copyright Office 





REYNOLDS, JAMES JOSEPH. 
Short stories of famous men. (Card 2) 


I, Horn, Mary A., joint author. 

Il, Mizell, Phoebe, joint author. 

Ill, Noble, J. Kendrick. 

IV. Noble and Noble, Publishers, inc. 


A88391. 


Library of Congress 
Copyright Office 





Reynolds, James Joseph. d. 195. 

Short stories of famous men, by James J. Reynolds ... Mary 
A. Horn and Phoebe Mizell ... New York, Noble and Noble, 
publishers, inc. ,1946, 

vi p., 1 1, 285 p. front., illus. (part col.) plates (part col.) 20™. 


© 16Seph6; 2c 12Sep6; publisher; A868. 


1. Biography—Juvenile literature. 1. Horn, Mary A., joint author. 
1. Mizell, Phoebe, joint author. m1. Title. 


46-21163 


Library of Congress CT107.R6 1946 
13; 920.02 





REYNOLDS, JAMES JOSEPH. 
Short stories of famous men, by 
James J, Reynolds’, Mary A. Horn 
and Phoebe Mizell. 309 p. illus, 
© Noble and Noble, Publishers, inc., 
New York; 5Apr48; on revisions & 
pe 242-250, 303-306; A22290. 


I, Horn, Mary A., joint author. 
II. Mizell, Phoebe, joint author, 
III. Noble and Noble, Publishers, inc, 


Library of Congress & md /o 


Copyright Office 





Reynolds, Jesse, <——lyricist. 
TeesGarleton, Robert L. My memories of you. 





REYNOLDS, JEWELL ESMA, Dallas. 
Lost master. ©ic (auglh7; 
JU2838. 





REYNOLDS, JODY. SEE 
Reynolds, Ralph J., 1933= 


EU 343412 





Reynolds, John. 


COWBOY'S LUCK; w, m & © John Reynolds 
6Nov50 EU220462 


NOV 22 1950 


Library of Congress @ 


Copyright Office 





Reynolds, John. 


COWBOY'S LUCK; w, m & © John Reynolds 
28Feb51 EU230730 


26 1951 


Library of Congress 
Copyright Office eS 





Reynolds, John. 


DIFFICULT PASSAGES FOR THE DOUBLE BASS; 
selected from the works of the great 
masters by.J. Reynolds, rev. & 
enlarged: by H. Samuel Sterling. 
© 5Mar24, £582930. R75545, 9Mar51, 
John Reynolds (A) 


Library of Congress oe JUN 22 1951 


Copyright Office 





REYNOLDS, JOHN, 1850-1908. 

The literature of our own country 
compared with that of other nations. 
New York, Priv. print. 52 p 
© John Reynolds, Jr., 2500 thB; A2T498. 


I. Reynolds, John, Jr. 


Library of Congress eh 
Copyright Office 





Reynolds, John, Jr. 


REYNOLDS, JOHN, 1850-1908. 

The literature of our own country 
compared with that of other nations, 
New York, Priv. print. 52 p 
© John Reynolds, Jr., o50cths; A27498. 


I. Reynolds, John, Jr. 


Library of Congress oD 
Copyright Office 





Reynolds, John. 


THE TOILER; w, m & © John Reynolds 
28Feb51 EU230731 


Library of Congress 
Copyright Office @ 





D pub. 4045 


Reynolds, John B, . 
The haunted barn, a play for boys in one scene... 
London, S French [1945] 


2U pe diagre 181/2 cm. (On cover: French's 
Plays for boys, no. 30) 


@)12-31-45; 1 ¢ 7-12-46; Samuel French, ltd., 
London; DB pub. 4045. 


@ eog 8-6-46. 





Reynolds, John Edward. 


AGAIN AND AGAIN IT'S YOU; w John 
Edward Reynolds m Gary Wallace 
Gerber © John Edward Reynolds 
Gary Wallace Gerber 26Jan53 
EU301582 


Library of Congress gs 
Copyright Office 





Reynolds, John Hamilton. 
Go where the water glideth. 


See 


Go where the water glideth,. 


R 





Reynolds, John Murray, 1901- 
The private life of Henry Perkins ;by, John Murray Reyn- 
olds. New York, Thomas Y. Crowell company ,1947, 
4p.1,181p. 21™. 
© 6May47; author, Livingston, N. J.; A12576. 


47-1833 


e Ee 





REYNOLDS, JOHN P. ©. 
Pretty face. [Poem] Sheet. 
© 22Mov503; AA168188,. 





REYNOIDS, JOHN P. Ge 
The toller. [Poem] Sheet. 
© 22Nov50; AA1681895 





REYNOLDS, JOHN PAUL. 
Design for a floating soap dish. 
Drawings. © John P. Reynolds; 

7Sep5s3 1U8967~ 





REYNOLDS, JOHN PAULs . 
Design for floating life boat soap . 
dish (rubber inflated) Drawings. 

© dohn P. Reynolds; 20Dec5k; 


TU9LA7« 





REYNOLDS, JOHN PAUL. 
Stacking the boxes cgamea Drawings. 
© John P. Reynolds; 10May5l; 
IU67hh. 





T 288 


Reynolds, John R 

Golf course diagram and yardage indic- 
ator. 

photostat. 


Reproduced from drawing. 
©lc 3-h-l6; Los Angeles; I 288. 


mfp 9-23-l6 





REYNOLDS, JOSEPH Me SEE 
Mass is a sacrifices 





Reynolds, Joseph M. 


WHITE LILACS; w, m & © Joseph M. Rey- 
nolds 12Ju150 EU209290 





REYNOLDS, JOSEPH MAYNARD. 
The cloven shadow. cStory2. (In 
Madison County labor news) 
© Joseph M. Reynolds. Installment; 
Noe 1. © iDeck2; BS#22853. 





Reynolds, Joseph Maynard. 

Kilroy is back, a musical comedy in three 
acts; book and libretto by Joseph M. Reynolds 
[lyries by R. B. Gholson, Gene Holtzman, Joseph 
M. Reynolds and Harry Fadem] music by R. B. 
Gholson and Joseph M. Reynolds. 


35 numb. 1. 29 cm. 

Music for songs laid in. 

( 7-23-46; 2c 8-19-46; Joseph Maynard 
Reynolds, St. Louis; D pub. 1109. 


wls 11-12-46 





M1508 


Reynolds, Joseph Maynard. 


GHOLSON, RUSSELL B 
(Kilroy is back) I'm waiting for you; from 
Kilroy is back, music by R. B. Gholson, 
words by Harry Fadem, arr. by Carl J. 
Karbach. © Joseph Maynard Reynolds; 
26Sep46; EP47714. 


I. Title. Il. Title: Kilroy is back. 
[Ill. Fadem, Harry. IV. Karbach, Carl 
a a 


wie 9 9 1ORR 
Library of Congress we 
Copyright Office 





REYNOLDS, Joseph Maynard. see Paquin, 
SfewPrank. Kilroy i - Ty b21. 





REYNOLDS, SIR JOSHUA. 
The age of innocence. cLittie girl 
seated with hands to breasta 
Col. reproduction of painting. 
Author of reproduction: Seymour 
Golding. © Miniature Masters, 
ince; 3Dee533 H3592. 





H 248 


Reynolds, Sir Joshua, 1723 - 1792 
Lady Betty Hamilton. 
wy 1/k" x 10". (h26)) 


Color reproduction (collotype) of 
painting. 

"National gallery of art, Widener 
collection." 

© 9-15-46; 2¢ 9-23-63; New York 
graphic society; New York; H 28. 


trm 11-18-6 @ 





Reynolds, Sir Joshua, 1723-92. 
Countess Spencer. 
190° =. 8". 


Photographic print. Production from 
original painting. | 

© 1-1-3430; 2c 6-26-16; HenryE. 
Huntington library & art gallery, 
San Marino, Calif.; J 585. 


mfp 10-29-,6 





47. 
Reynolds, Sir Joshua, 1723-92. 
Countess Spencer and sm.. 
10” x°O"« 


Photographic print. Reproduction 
from original painting. 


© 1-1-30; 2c 6-26-16; Henry E. 
Huntington library & art gallery, 
Sean Marino, Calif.; J 92. 


mfp 10-30-)6 





Reynolds, Sir Joshua, 1723-92. 
Diana, Viscountess Crosbie. 
WO D/a) 2S 


Photographic print. Reproduction 
from original pahnting. 

© 1-1-30; 2c 6-26-46; Henry E. 
Huntingtom library & art gallery, 
San Marino, Calif.; J 89). 


mfp 10-29-6 





REYNOLDS, Sir Joshua. 
The Duchess of Devonshire. #2006. 
SEE Milner, Elizabeth Eleanor. 


g JUL 3 1951 





7 
Reynolds, Sir Joshua, 1723-92. 
Duchess of Devonshire. 
10" x 8", 


Photographic print. Reproduction 
from original painting. 

© 1-1-3530; 2c 6-26-i6; Henry E. 
Huntington library & art gallery, 
San Marino, Calif.; J 911. 


mfp 10-30-)6 





Reynolds, Sir Joshua, 1723- O2. 
Frances, M. Marchioness Camden. 
A ASI es 


Photographic print. Reproduction 
from original painting. 

© 1-1-30; 2c 6-26-16; Henry E. 
Huntington library & art gallery, San 
Marino, Calif.; J 898. 


mfp 10-29-),6 





17 
Reynolds, Sir Joshua, 1723-92. 
Yane, Countess Harringtéh. 
LO: Z/j" xO" 


Fhotographic print. Reproduction 
from original painting. 

© 1-1-30; 2c 6-26-46; Henry E. 
Huntington library & art gallery, 
San Marino, Calif.; J 920. 


mfp 10-30-,6 





REYNOLDS, SIR JOSHUA, 1725-1792~ 
Lady Elizabeth Delmé and her children, 
(8260) Gol. reproduction of painting. 
51 1/4 x 19 1/, in. National Gallery 
of Art, Washington, De Ce, Mellon Collec- 
tion" © New York Graphic Society, New 
York; 20Augl:73 H789. 


» 





LITERATURE AND LANGUAGE 


Stone, Clarence Robert, 1882-— ed. 
Cypress knees, by Clarence R. Stone, assisted by Pearl V. 
Guyton and Armistead C. Gordon, jr., illustrated by Kevin 


Royt and Lee G. Hines. St. Louis, Dallas ;ete., Webster pub- 
lishing company ,;1942, 


xiii, (1), 370 p. inel, front., illus. 193™. (Half-title: Southern life 
and literature, book 3) 


The frontispiece and illustrated t.-p. form a double plate. 
Map on lining-papers. 


Includes bibliographies. 
1. Readers and speaker QO 2. Southern states. 1. Guy- 


ton, Pearl Vivian, joint ed. y Gordon, Armistead Churchill, 1897- 
joint ed. Title 





Reynolds, Sir Joshua, 1723-92. 

Mrs. Lascelles. Los Angeles, Keystmeé 
photo service [c196] 

10" x gl 


Phobographic print. Reproduction 
from original painting. 

© 1-1-30; 2c 6-26-46; Henry E. 
Huntington library & art gallery, 
San Marino, Calif.; J 892. 


mfp 10-29-16 





REYNOLDS, SIR JOSHUA. 

' Portraits; character sketches of Oliver 
Goldsmith, Samuel Johnson, and David 
Garrick, together with other manuscripts 
of Reynolds discovered among the Boswell 
papers and now first published. Prepared 
for the press with introductions and notes 


_ by Frederick W. Hilles. [lst ed.] New 
York, McGraw-Hill [1952] 197 p. illus. 
(The Yale editions of the private papers of 
James Boswell) © Yale University; 
6Nov52; A72283. 


binvecy Gemmell @ (Cont'd. on next card) 


i/e 


Copyright Office 





REYNOLDS, SIR JOSHUA. 
Portraits. (Card 2) 


I, Hilles, Frederick Whiley, ed. 
Il, Yale University. 


A72283. 
ik 


Library of Congress 
Copyright Office 





Reynolds, Sir Joshua, 1723-92. 


Mrs. hie ge, as the tragic muse. 
ce Bie aie a 


Photographic print. Reproduction 
from original painting. 


)} 1-1-3503; 2c 6-26-16; Henry E. 
Hunt ington library & art gallery, 
San Marino, Calif.; J 908. 


mfp 10-30-i,.6 





Reynolds, Sir Joshua, 1723-92. 
Theresa Parker. 
10" x Sis 


Photographic print. Reproduction 
from original painting. 

© 1-1-30; 2c 6-26-46; Henry E. 
Huntington library & art gallery, 
San Marino, Calif.; J &d82. 


mfp 1029-6 





REYNOLDS, Sir Joshua, artist. SEE 
Rumford Press. 
The world's best loved pictures. 


K23579- 





Reynolds, Sir Joshua, 1723-92. 
Young fortune teller. 
10" x ar 


Photographie print. Reproduction 
from original painting. 

© 1-1-30; 2c 6-26-46; “enry E. 
Huntington library & art gallery, 
San Marino, Calif.; J 881. 


mfp 10-29-16 





REYNOLDS, JULIA ANNE GALLAGHER, 
SEE 
Gallagher-Reynolds, Julia Anne, 1897- 


EP51299 


Library of Congress aN 
Copyright Office 





REYNOLDS ‘JULIA LOUISE. 
The “tn of a golden wees 


Tilustrated oy Thomas Si leton. 
Richmond, Dietz Press, Pe 

© Louise Reynolds; 18Dec52; 
A75808. 





REYNOLDS, JULIA LOUISE (PARHAM) 
In this hour, peems, 64p, © The Fine 
Editions Press, New York; 30Dec50; 
A51120, 


I, Fine Editions Press, FEB - 8 1954 


dac/r 


Library of Congress @ 
Copyright Office 





REYNOLDS, KATHARINE. Green 
valley. Front. by Nana French 


Bickford. © 15iarl9, A512818. 
R15394, 6Marl7; author, Ramona, 
Calif. 





REYNOLDS, KATHARINE (YIRSA) 
Willow Creek; illustrated by Hanson 
Booth. © 10Nov2), A807781. BOUTS Ib» 


15May52, Katharine Reynolds (A 





REYHOLDS, ‘KATHERINE. 
The wings of the swallow, « 8 : play ‘fin thes 
ese © Katherine Reynolds; l0May5i; 
DU27 


ae 490% 





Reynolds, Kay. 


MY ANGEL TOLD ME; w Kay Reynolds m 
Louis Tobin © Kay Reynolds 4Jan54 
EU342852 


Library of Congress & 


Copyright Office 





Reynolds, Kay, joint author. 


HOVEY, HELEN STONE, 

The practical book of food shopping [by] 
Helen Stone Hovey and Kay Reynolds, 
[lst ed,] Philadelphia, Lippincott, 
290 p, © Helen Stone Hovey & Kay 
Reynolds; 200ct50; A49032, 


I, Reynolds, Kay, joint author, 


Library of Congress 
Copyright Office 





Reynolds, Le Beiiisie, claimant. 
2 A castle to let, by Mre. Baillie Reynolds. 
ZX Gertrude (Robins) Reynolds. 813700, 


egn 17Feb47 





Reynolds, Le Buillie, cleimant. 
A voubtful character, by Mre. Baillie 
Cee Reynolds. Gertrude M, Robins Reynol.2, 813699. 


egn 17Fep47 





REYNOLDS, L. BAILLIE. 
The gift in the gauntlet. SEE 
Reynolds, Gertrude M. (Robins) 





Reynolds, Le Baillie, claimant 
The king's widow, by Mrs. Baillie Reynolds, 


R5889. 


be 4¥eb47 





Reynolds, L. L. 


MY MOTHER'S DEATH; w & m Hazel Eugene 
Parker arr L. L. Reynolds © Hazel 
Eugene Parker 22Ju152 EU282117 


Library of Congress 
Copyright Office 





REYNOLDS, lke MAJOR. SFE 
Avon fantasy reader no« 166 AA20221,0.< 





REYNOLDS, LAURA POYNER ©, 
Bill, 1949. Boy graduate cin cap 
and gowna Ceramics. © liAugS2; 
GU20330. 





REYNOLDS, LAURA POYNER ©, 
Girl graduate, 1952 cin cap and 
gowns Ceramics. © liAug52; 
GU20331. 





REYNOLDS, LAWRENCE, ed. 

Consolidated indices. Aaa208935. 
SEE The American journal of roent- 
genology and radium therapy. 
(Indexes) 





Reynolds, Leander 


Let's go bowling! Words & music 
by Leander Reynolds. 


Melody unaccompanied. 

First line: They asked me to bowl 
on the Ten Pinners Club. 

Gl ec 3-1-6; Leander Reynolds 
Freeport, Ls I., Ne Ye; E unp 1178. 


@ kee 7-10-);6 





REYNOLDS, LEE. 
SEE 


QUICK FROZEN FOODS MARKET REPORTS. 


a Library of Congress 


Copyright Office 





REYNOLDS, LENTZ. See 


Reynolds, Cecil Lentz. 





REYNOLDS, LESTER ALBERT. 


Cinderella slipper. Col. ceramic. 


© Re-Ward Ceramics, co-partnership 
of Lester Albert Reynolds & Vir- 
ginia Mabelle Ward; 2)Junk8; 
GP10073. 





REYNOLDS, LESTER ALBERT. 

Pork and Beans; pig seating on 
haunches. Col. ceramic figurine. 
© Re-Ward Ceramics, co-partnership 
of Lester Albert Reynolds & Vir- 
ginia Mabelle Ward; 2lJun\8; 
GP10072. 





EYNOLDS, LESTER ALBERT. 

Saucy bird in gliding position. Col. 
ceramic figurine. © Re-Ward Ce- 
ramics, co-partnership of Lester 
Albert Reynolds & Virginia Mabelle 
Ward; 2kJun\8; GP10074. 





RETHOLDS » LEWIS BRYANT. SEE 
Walker's directory of northern 


California directors and corporae 
tions. 





REYNOLDS, LEWIS BRYANT, SEE 
Walker's manual of Pacific Coast 
securities. 





M1630 .2 


oR 





Reynolds, Lewis L 

You don't believe it's true; words 
ece DY Le L. Reynolds, -New York, Peor 
international corporation. 5 p% 

© 13Augh6; publisher; EP7881. 

For voice and piano, with chord 
symbols. 


TItLe~< 


Library of Congress Officdal-on Ly 
Copyright Office 


Reynolds, Lewis Leon. 


It's a wonderful feeling to feel 
yourself falling in love; words 
and music by Lewis L. “eynolds. 


For solo voice with Piano accom- 
paniment. 


First line: I'm like a kia with 
a toy. 


©1 c¢ 2-1-6; Lewis Leon Reynolds, 
New York; §& unp L92h. 


MSH 4-23-h6 





REYNOLDS, LIGGETT. 
Sweet and low. © 150ct26; A9k9918. 
bteeees Reynolds (A); 9AprSh; 
R128869. 





Reynotds, Lillian. 


BABY; w, m & © Ray Reynolds & Lillian 
Reynolds 4Feb52 EU263339 


Library of Congress a 
Copyright Office 





— 


Reynolds, Lillian. 


BARNYARD BAND (DOWN IN ARKANSAS); by 
Ray Reynolds & Lillian Reynolds 
© Ray & Lillian Reynolds. Notice 
2Jul535 vee p310 


Library of Congress 
Copyright Office 





BROADWAY BLUES; by Ray & Lillian 
Reynolds © Ray & Lillian Reynolds 
EU153633. Notice 2Ju153 v22 p310 


Library of Congress 
Copyright Office 





Reynolds, Lillian. 
BROADWAY BLUES © w & m Ray Reynolds 
& Lillian Reynolds 12Jan49 EU153633 


Library of Congress ea 
Copyrizhr Office 





Reynolds, Lillian. 


CALL ME A FOOL; w & m Buckley Maxwell, 
Ray Reynolds & Lillian Reynolds © 
Ray Reynolds & Lillian Reynolds 
2Dec52 EU296026 


Library of Congress & 
Copyright Office 





Reynolds, Lillian. 

Do it, do it now; w &m R. Reynolds & 
L. Reynolds. © Ray [Reynolds] &- 
Lillian Reynolds, Royal Oak, Mich.; 


Siiarl:7; EuUl.7678. 





Réynolds, Lillian. 


DOWN IN ARKANSAS © w & m Ray Reynolds 
& Lillian Reynolds 13Jun49 EU170067 


Library of Congress 
Copyright Office 





Reynolds, Lillian. 


FUNNY LITTLE CLOWN; w Buckley Maxwell 
m Lillian Reynolds & Ray Reynolds 
© Lillian Reynolds & Ray Reynolds 
16Ju1l52 EV281364 


Library of Congress 
Copyright Office 





Reynolds, Lillian. 


HELPLESS; by Ray & Lillian Reynolds & 
Buckley Maxwell © Ray & Lillian 
Reynolds EU292545. Notice 2Ju153 
vee p310 


Library of Congress @ 
Copyright Office 





Reynolds, Lillian. 


HELPLESS; w Buckley Maxwell w & m 
Ray Reynolds & Lillian Reynolds © 
Buckley Maxwell, Ray Reynolds & 
Lillian Reynolds 310ct52 EU292545 


Library of Congress S 


Copyright Office 





Reynolds, Lillian, 1895- 


M1630 REYNOLDS, RAY, 1887- 
Helpless; tango, lyrics by Buckley Maxwell, 
music by Ray and Lillian Reynolds. 40¢ 
© Antobal Music Co,, New York; 21Dec53;. 
EP76645. 


I, Reynolds, Lillian, 1895- II, Title. 
[Il, Maxwell, Buckley] 


Library of Congress 
Copyright Office 





Reynolds, Lillian. 


IF YOU SAY NO; w & m Ray Reynolds w, m 
& arr Lillian Reynolds © Ray Rey- 
nolds & Lillian Reynolds 14Ju153 
EU323667 


Library of Congress @ 
Copyright Office 





Reynolds, Lillian. 


JUST A LITTLE BIT MORE © w & m Ray 
Reynolds & Lillian Reynolds 2Nov49 
EU183797 


Library of Congress ® 
Copyright Office 





Reynolds, Lillian. 


A MARKET IN MONTEREY; w & m Lillian 
Reynolds & Ray Reynolds © Lillian Rey- 
nolds 12Apr54 EU354402 


Library of Congress @ 


Copyright Office 





Reynolds, Lillian. 


MERRY MAMBA; w, m & © Lillian Reynolds 
& Ray Reynolds 19Nov53 EU339735 


Library of Congress i 
Copyright Office 





Reynolds, Lillian. 


MOONLIGHT ON THE NILE; w, m & © Lil- 
lian Repnolas & Ray Reynolds 8Nov54 
EU37640 


Library of Congress we 
Copyright Office 





Reynolds, Lillian. 

The only kind of guy to have around; 
w & m R, Reynolds & L. Reynolds, 
© Ray Reynolds & Lillian 
Royal Oak, Mich.; 12Jan),7;3 


Revised 





Reynolds, Lillian. 


PARTY POLKA © w Ray Reynolds & Lillian 
Reynolds m Carrie Hoffman 14Nov49 
on new w EU185041 


at... at fn 
Library sf Congress e 


Copyrighe Office 





Reynolds, Lillian. 
SHARON O'SHEA © w & m Ray Reynolds & 
Lillian Reynolds 10Feb49 EU156703 





M1630 REYNOLDS, LILLIAN, 1895- 

2 Sharon O'Shea; words and music by Ray 

R & Lillian Reynolds. © Top Tunes Co., 
Ocean City, N. J.; 21Feb51 (in notice: 
1950); EP53099, 


APR 2 ¢@ 1951 


I. Reynolds, Ray, 1887- Il. Title. 


Library of Congress 
Copyright Office 





Reynolds, Lillian. 


THAT!S FOR SURE © w & m Ray Reynolds 
& Lillian Reynolds 6Jul48 EU139813 


Libsary of Congress @ 


Copyright Office 





Reynolds, Lillian. 

TRAVELIN' DOWN THE TRAIL TOGETHER 
© w & m Ray Reynolds & Lillian 
Reynolds 25Mar49 EU161803 





Reynolds, Lillian 


Wakakii, by the sea; w&m Ray & 
Lillian Reynolds. € Ray and Lillian 
Reynolds, Royal Oak, Mich.; 26Marl7; 
EvuL8461. 


Library of Congress & 
Copyright Office 





Reynolds, Lillian. 


WOULDN'T YOU; w, m & © Ray Reynolds & 
Lillian Reynolds 15Dec52 EU297334 


Library of Congress 


Copyright Office & 





eynolds, Lilitan. 


YOU ARE SO RIGHT FOR ME Ow & m Ray 
Reynolds & Lillian Reynolds 25Mar49 
EU161804 


Library of Congress & 
Copyright Office 





Reynolds, Lillian. 


YOU, MOM; w, m & © Ray Reynolds, Lil- 
lian Reynolds & Norma Isabel Cowper 
1ONov50 EU221517 


Library of Congress Pep 
Copyright Office 





REYNOLDS, LILLIAN BILOR. 
Live and learn, a one act playe © Lillian Bilor 
Reynolds, Laguna Beach, Calif.; le 20Mar47; 
D unpe 8744. 


e el 5-19-47 





REYNOLDS, LILLIAN RICHTER, 

Pioneer handbook, for leaders of junior high 
school boys and girls. With illus, by 
Anne Newbold. 109p. © John Knox 
Press, Richmond; 16Mar51; A54521, 


I, John Knox Press, 


hes/r 


Library of Congress 
Copyright Office & MAY 18 1959 





REYNOLDS, LLOYD GEORGE. 
Job horizons, a study of job satisfaction and 
labor mobility, by Lloyd G. Reynolds and 
.Joseph Shister. fist ed.] 102 p. (Yale 
Labor and Management Center series) 
© Harper & Bros., New York; 5Jan49; 
A28878. 


I. Shister, Joseph, joint author. 
Il. Harper and Brothers. 


fn/r 


Library of Congress 
Copyright Office 





REYNOLDS, LLOYD GEORGE, 
Labor economics and labor relations. 
552 p. © Prentice-Hall, inc., New 
York; 6May49; A32838, 


I, Prentice-Hall, inc. 


@ egm/mb 





REYNOLDS, LLOYD GEORGE, 
Labor economics and labor relations. 
ea ed. T22 p. © Prentice-Hall, 
inc.; 26Apr54; A136035. 


I. Prentice-Hall, inc. 


Library of Congress YG 
Copyright Office 





REYNOLDS, LLOYD GEORGE. 
The structure of labor markets; wages and 
labor mobility in theory and practice. 
[lst ed.] 328 p. illus. (Yale Labor and 
Management Center series) © Harper & 
Bros., New York; 14Mar51; A53699. 


I, Harper and Brothers. 
apr 16 195% 
hes/r 


Library of Congress 
Copyright Office 





Reynolds, Lois Jean. 
THE MAN ON MY MIND © w & m Lois 
Jean Reynolds 10Feb);8 EU118839 





Reynolds, Lois Margaret Jean. 
I KNOW © w & m Lois Margaret Jean 
Reynolds 27May48 EU146961 


Library of Congress oo 
Copyright Office 





eynolds, Lois Margaret Jean. 


TAFFY ©w & m Lois Margaret Jean 
Reynolds 2lApr)8 £U126193 


Library of Congress ey 


Copyright Office 





Reynolds, Lola Mae. 


THE LION OF THE TRIBE OF JUDAH; w & m 
F, W. McGee, arr. Lola Mae Reynolds. 
© 2Dec26, E652195. R121731, 3Dec53, 
F. W. McGee (A) 


Library of Congress diy 


Copyright Office 





Reynolds, Louis B 

Little journeys into storyland; stories that will live and 
lift, by Louis B. Reynolds and Charles L. Paddock. Nashville, 
Tenn., Southern publishing association ,1947, 

235, (1; p. col. front., illus. (incl. ports.) 24™. 


© 8aprh7; Southern publishing associa- 


tion of Seventh-day Adventists; A12608. 


1. Paddock, Charles Lee, 1891- joint author. wm. Title. 
PZ7.R337Li 47-20367 


Library of Congress a 
Copyright (3) 


gme/gmc /mb 





REYNOLDS, LOUISEs SEE 
Reynolds, Julia Louise. 





Reynolds, Lucille. 


I DON'T NEED A KEEPSAKE w & m Dallas 


Turner « Lucille Reynolds © Peer 
International Corp. 28Mar49 EU165591 


Library of Congress & 


Copyright Office 





Reynolds, Lucille. 


STRAYED, LOST OR STOLEN w & m Dallas 
Turner & Lucille Reynolds © Peer 
International Corp. 24Mar49 EU165604 


Library of Congress @ 
Copyright Office 





Reynolds, Lucille Audree. 

YOU LET ME DOWN © w Lucille Audree 
Reynolds m Dick Reynolds 13Sep48 
EU142911 


Library of Congresa @ 
Copyright Office 





Reynolds, Lucile Hargrove. 


DOWN ALABAMA WAY; w, m & © Lucile 
Hargreve Reynolds 19Dec51 EU259395 


JAN 1 11952 


Library of Congress @ 
Copyright Office 





Reynolds, Lucile Hargrove. 


TO THE END OF THE SKY; w, m & © Lucile 
Hargrove Reynolds 5Nov51 EU255095 


Library of Congress & 
Copyright Office 





[Reynolds, Lucy Hays ] 

Arise and walk. Boston, Christian science 
publishing society (c1946) 

pamphlet (30 p.) 15 1/2cm. 


Contents. — Arise and walk, by Lucy Hays 
Reynolds. -— Ever-presence of home, by Tirzah 
Stuart King. - Man is a spiritual idea, by 
Elisabeth F. Norwood. — Ancestry: Divine and 
human, by Emma Easton Newman. - The pre-existence 
of true selfhood, by May Creamer. 

© 11-8-46; 2 ¢ 11-10-46; Christian science 
publishing society, Boston; AA 28252. 


dee 12-20-46 





Reynolds, Lynn 


see 


Reynolds, Marilen Elizabeth 





Reynolds, Lynn F., author of scenario. 
Treat tem rough. 


See 


TREAT 'EM ROUGH. 





REYNOLDS, MACK, 
The case of the little green men. [New 
York, 1951] 224p. © Phoenix Press; 

3Aug51; A58042, 


I. Phoenix Press. 


Library of Congress 
Copyright Office 





Reynolds, Mack, joint ed. 


BROWN, FREDRIC, “ed. 
Science-fiction carnival; fun in 
science-fiction. Edited, and with 
introductions by Fredric Brown and 
Mack Reynolds. 315 p. © Fredric 
Brown & Mack Reynolds; 8Dec53; 
A118152. 


I. Reynolds, Mack, jcint ed. 


Library of Congress @ 


Copyright Office 





Reynolds, Madeline. 


M1630 SKEEN, TONEY. 

a If you didn’t cry, why should I? Words 

Ss and music by Madeline Reynolds and 
Toney Skeen. © J. J. Robbins & Sons, 
inc., New York; 26Aug49; EP40072. 


I, Reynolds, Madeline, joint composer. 
II. Title. 


Library of Congress 
Copyright Office iy 





Reynolds, Malvina. 


LULLABY FOR AN INSOMNIAC © w & m Malvi- 
na Reynolds 60ct48 EU145269 


Librety of Congress @ 


Copyright Office 





Reynolds, Margie. 


ROSE OF MY HEART © w & m Margie Rey- 
nolds 7Mar49 EU159507 


Library of Congress 
Copyright Office 





Reynolds, Marfanne. 


TIME MOOD © w & m Marianne Reynolds 
16Nov48 EvU148858 





REYNOLDS, MARIE SIMS. 
First Christmas, and other poems, by Faye 
Willoughby [pseud. Midland? Tex. 
1949] 68 p. © Marie Sims Reynolds; 
15Dec49; A39304. 


Library of Congress & 
Copyright Office 





Reynolds, Marilen Elizabeth 


Love is a dream; lyrics by Gene Walton 
music by Lynn Reynolds. : 


Melody unaccompanied. 

First line: The time has come to dream 

@lc 3-6-6; Marilen Elizabeth 
Reynolds, New York; E unp 10096. 


eag 6-27-).6 





Reynolds, Marilen Elizabeth 


The puppet boogie; music by Lynn 
Reynolds; lyrics by Gene Walton. 


Melody unaccompanied. 

First line: So you think I'm just 
puppet. 

©lc 3-6-6; Marilen Elizabeth 
Reynolds, New York; E unp 10095. 





Reynolds, Merilen Elizabeth 


Rocking rhythm; lyrics by Gene Walton; 
music by Lynn Reynolds. 


Melody unaccompanied. 
First line: Can't you tell me honey. 
©le 3-6-36; Marilen Blizabeth 


2 
Reynolds, New York; E unp 10097.°* 





Reynolds, 


These are the things; lyrics by Gene 
Walton; music by Lynn Reyn ynolds. 


ody unaccompanied. 


line: I want the thrill of being 


-l6; Marilen Eliz 


T 


New York; 





Reynolds, Marjorie Lorene. 


LONELY LADY; w, m & © Marjorie Lorene 
Reynolds 15Aug50 EU212379 


SEP =6 1950 


Library of Congress @ 


Copyright Office 





REYNOLDS, MARTHA MAY, 

Children from seed to saplings. 2d ed. 
New York, McGraw-Hill. 334 p. illus. 
© on additions & revisions; Martha May 
Reynolds; 24Apr51; A55097. 


sh/r 


Library of Congress 
Copyright Office MAY 2: 95 





Reynolds, Mary 
wy HEART 18 NOTA PLAYTHING ©w 


Mary |Reynolds, m James Bruce 
10ONovy/ EUL 0103883 


Libraty of Congress 
Copyright Office 





Reynolds, Mary 


You've been untrue; wM. Reynolds, m 


Leo & Hector Richard. @©Mary Reynolds, 


Georgetowm, Del.; 20Janl7; EU59749. 





REYNOLDS, ™ Washington practical 
guide. AAG 6693. SEE Reynolds, 
Charles Be 


@ APR 1 7 1959 





AK 20966 


Reynolds, Mary Bourn (Phelps) 1875- 
Washington practical guide, by Charles B. Reynnrlds; 
revised and amended by M. B. Reynolds. 


Washington, D. C., B.S. Reynolds company, 19,6. 
& illus., maps (partfold.) 193™. annual. 
Publication began in 1922. 


CONOR B vaveree of? be s08- Secs 


7-18 Ss 


Be ynolds 
er te ae D. 20966; anew 


matter: description ee go bui ldings added 
1. Washington, D. C.—Descr.—Guide-books. 1. Reynolds, Mary 


Bourn (Phelps) 1875- comp. OVER 


F199.W343 917.53 46-23269 


Library of Congress @ (2) 





¢ 
C 
© 
- 
D 


I 





Reynolds, Mary E. 


Waltzing tonight; w M. E. Reynolds, 
m Ronald Buck. Mary E. Reynolds, 
Grand Island, Neb.; llJunh7; 
EU79672. 


Library of Congress we 
Copyright Office 





Reynolds, Mary E. 


When stars ere shining; w Mery E. 
Reynolds, m Ronald Buck. © Mary 
EK. Reynolds, Grand Island, Neb.; 
11Jun7; EU79673. 





Reynolds, Mary Elliott. 


HIS WONDERFUL WAY; w, m & © Mary El- 
liott Reynolds 60ct53 EU333403 


Library of Congress & 





I 1652 
Reynolds, Mary Irene 
Non slip carving platter, 
sheet. (No. 4697) 


Reproctreed=fren drawing. 


© 1p611-2)-))6; ‘Pasadena, Calif.3;.I 


1652, 
LLHH 12-17-16 





Reynolds, Matts See &- 
Reyfioids, WillTam Henry Matthew. 





Reynolds,. Matt. See 
Reynolds, William Matthew, 





E unpub 5569 


Reynolds, Matthew, joint composer 
Melody no. 7. 


See 


Morgan, Embro Willis, jr. 





Reynolds, Matthew, joint composer. 
fe Morgan, Embro Willis, j 
Melody “48. 


jt 





Reynolds, Matthew, joint composer. 
SfeeMorgan, Embro Willis, jr. 


Melody#- 9. 





Reynolds, Matthew, joint composer. 
GedMorgen, Enbro Willis, jr. Melody 
NGOs. De 





Reynolds, Matthew, joint composer 
SHeoMorgan, Embro Willis, jr. Sweet 
loveliness. 





Reynolds, Mattie, 


THOUGHTS TOO DEEP FOR TEARS; w Mattie 
Reynolds m David Ross Baskerville 
© Mattie Reynolds 4Sep52 EU286690 


Library of Congress G 
Copyright Office 





Reynolds, Maugda Mae. 


SHUT-EYE TIME © w & m Maugda. Mae 
Reynolds 14Jan49 EU156242 


Library of Congress & 
Copyright Office 





Reynolds, Maugda May. 


ON MY GRANDMOTHER'S FARM IN MILWAUKEE. 
On my grandmother's farm in old 
filwaukee3; w, m & © Maugda May 

‘Reynolds 200ct54 EU374574 


Library of Congress @ 


Copyright Office 





Reynolds, Mickey. See 
Reynolds, Clarence M. 





REYNOLDS, MICKEY. SEE 
Reynolds, Clarence Melvin, 1902- 


EP82457 


Library of Congress a 





REYNOLDS, MILDRED. See 
Reynolds, Fay Milba 


BU164537 





Reynolds, Mildred Fay. 

I'LL BE ALWAYS IN LOVE WITH YOU; w & 
m Mildred Fay Reynolds © Fay Milba 
M. Reynolds 18Mar52 EU268230 


Libary of Congress 
Copyright Office 





Reynolds, Mildred Fay 
see also 
Reynolds, Fay Mildred 


Reynolds, Fay Milba Mildred 
Reynolds, Mildred Faye Milba. 


@ aso ple 





Reynolds, Mildred Faye Milba. 
I FOUND A RAINBOW IN THE HEART OF YOU; 
w, m & © Mildred Faye Milba Reynolds 
25Aug50 EU213360 


Library of Congress de 


Copyright Office 





Reynolds, Mildred Fay Milba. 


A MILLION TIMES; w & m Mildred Fay 
Milba Reynolds © Mildred Fay Milba 
Reynolds, E. Phelps Parker & Mrs. E. 
Phelps Parker 50ct53 EU333121 


Library of Congress @ 





Reynolds, Mildred Fay Milba. 


THESE MAY EXPRESS MY LOVE FOR YOU; w, 
m & © Mildred Fay Milba Reynolds 


6Mar53 EU306526 


Library of Congress 
Copyright Office 





Reynolds, Mildred Fay Milba. 


WONDERFUL; w & m Mildred Fay Milba 
Reynolds © Mildred Fay Milba Rey- 
nolds, E. Phelps Parker & Mrs. E. 
Phelps Parker 23Mar53 EU308713 


Library of Congress 
Copyright Office 





Reynolds, Mildred Faye Milba 
see also 
Reynolds, Fay Mildred 


Reynolds, Fay Milba Mildred 
Reynolds, Mildred Fay. 





REYNOLDS, MILDRED MAY. 

Selected quantity recipes [by] Mildred M. 
Reynolds [and] Christine M. Braddock. 
[Philadelphia] Drexel Institute of Tech- 
nology. 1241. © Mildred M. Reynolds 
& Christine M. Braddock; 24Jul150; 
A46752. 


. Braddock, Christine Mary, joint author. 
SEP 21 1950 


Library of Congress 
Copyright Office é sh/ bs 





Reynolds, Mildred S. 


A KISS A DAY m Robert Louis Carleton 
© w Mildred S. Reynolds 240ct49 


EU182821 


Library ct Congress ay 


Copyright Office 





Reynolds, Milton. 


THE CURRENT OF LOVE; w & m Hugh Morris 
Gloster arr Milton Bey ngee © Hugh 
Morris Gloster 23Aug54 EU368393 


Library of Congress @ 
Copyright Office 





Reynolds, Milton- 

THE KEY TO HEAVEN; w & m Hugh Morris 
Gloster arr Milton Reynolds © Hugh 
Morris Gloster 23Aug54 EU368392 


Library of Congress ay 
Copyright Office 





Reynolds, Milton. 

LOVE ME; w & m Hugh Morris Gloster -arr 
Milton Reynolds © Hugh Morris Gloster 
23Aug54 EU368394 


Library of Congress a> 


Copyright Office 





Reynolds, Milton. 
Rocketing round the world. Fasten your safety belt! By 
Milton Reynolds. New York, Greenberg ,1947, 


3p.1,73p. illus, 20™. 


With this is bound, as issued, the author’s Hasta la vista. New 
York ,1947, 


1. Voyages around the world. 1. Title. 

G440.R44 910.4 47-2126 

© Ist title, 30Jan47; author, % Greenberg: publisher, New 
York; A11079. 


br/vjw/ jls 
Library of Congress @ res3] / J /3 





Reynolds, Miltone 

A SMALL HOTEL IN PASADENA; w & m Hugh 
Morris Gloster arr Milton Reynolds 
© Hugh Morris Gloster 23Aug54 
EU368395 


Library of Congress @ 
Copyright Office 





Reynolds, Minnie. 


AMELIA, OUR AMELIA, AMELIA EARHART 
m Ronald Buck ©@w Minnie Reynolds 


25Mayh8 £U132753 


Library of Congress a 


Copyright Office 





Reynolds, Myrtle. 


I REGRET © w & m Myrtle Reynolds 
18Junh8 EU136137 


Library of Congress @ 


Copyright Office 





Reynolds, Myrtle Blanch, 1870- 


M2113 PIERCE, C A 

.P Morning, noon and night; words by Myrtle 
Reynolds, music by C. A. Pierce. 
© Myrtle Blanch Reynolds; 30Jul53; 
EP73551. 


I. Title. [II. Reynolds, Myrtle Blanch, 
1870- ] 


Vv 


Library of Congress 6 





Reynolds, Myrtle L. 


ALWAYS LOVE ME; w & m Myrtle L. Reynolds 
arr Earl H. Shinkoskey © Myrtle L. 
Reynolds 22Mar54 EU357694 


Library of Congress a 


Copyright Office 





REYNOLDS, NADINE. 
Now you can banish gray hair fore 
ever, SEE Bymart«Tintair, ince 





REYNOLDS, NADINEes 
Now you can color your hair just 
like nature originally colored 
every strand, SEE Bymart-Tintair, 


ince 





REYNOLDS, NAZRO H. ©, 
How to play Spell to win, Rules 
for children and adults. [2d ed,] 


7 pe © 30dun90; AAL5727. 





REYNOLDS, HAZRO H. @ 
You spell to win. Educational card 
game. Rev. Label. © 30Jun50; 
KK51528. 





Spell to win; group entertainment 
for any ages 3 1. © 15Peb50; 


AA1,3077~ 


0 eonie are - —_ die “ee Fam 
it YNOLDS, NMAZRO HARRY Use 





Reynolds, Nell. 


THE JEKYLL SONG © w & m Ellen Thigpen 
arr Nell Reynolds 20Dec48 £U155213 


Library of Congress 
Copyright Office 





Reynolds, Nellie. 


SANTA CLAUS IS COMING; w arr Nellie I. 
L. Webster m arr Nellie I. L. Webster 
& Nellie Reynolds © on changed w & m 
Nellie I, L. Webster 9Nov53 EU337148 


Library of Congress a 


Copyright Office 





Reynolds, Nina Mae. 

IF ANYBODY KNOWS, IT'S MY LORD; w & m 
Nina Mae Reynolds arr James Jackson 
© Nina Mae Reynolds lJul52 EU279977 


Library of Congress 
Copyright Office 





Reynolds, Nina Mae. 

OH I'M GLAD THAT GOD IS GOD; w & m 
Nina Mae Reynolds arr James Jackson 
© Nina Mae Reynolds 1Jul52 EU279976 


Library of Congress 
Copyright Office & 





Reynolds, Pat. See 
Reynolds, Patrick. 





Reynolds, Patrick, 


Lips; w & m Patfi.e. Patrick] Keynolds & 
G. Mz. Kramer. © George lV. Kramer, 
Brooklyn & 2at[rick ] xeynolds, Newark, 
N, J.; 19iar47; EUS7553. 





Reynolds, Paul. 


LONESOME DADDY; w & m Harry Overton 
& Paul Reynolds © Overton & Reynolds 
QApr52 EU270928 


Library of Congress & 
Copyright Office 





REYNOLDS, PAUL REVERE. 
The writing trade. Boston, The Writer, 
inc. 159p. © Paul R. Reynolds; 
28Jan49; A29544. 


Library of Congress 
Copyright Office 





Reynolds, Paul V. 


ARE THEY PICKIN' ON YOUR BABY, 'CAUSE 
I'M A PICKANINNY ROSE? w Paul V. 
Reynolds, & m. © 280ct24, E601342. 
hail 290ct51, Billy James (A of 
m 


net - 6 


Library of Congress @ 
Copyright Office 





Reynolds, Paul V. 


ARE THEY PICKIN! ON YOUR BABY 'CAUSE 
I'M A PICKANINNY ROSE? w&m. © 
280ct24, E601342. R85566, 290ct51, 
Paul V. Reynolds (A of w) & Billy 
James (A of m) 


pec 14 1953 


Library of Congress ies 
Copyright Office 





Reynolds, Pearl. 


A GIRL'S HEART m James Charles 
McNeil w & © Pearl Reynolds 
30Dec49 EU189205 


Library of Congress JAN 3 1 1950 
Copyright Office 





Reynolds, Peggy P. 
I'LL ALWAYS LOVE YOU; Ww, m& © 
Peggy P. Reynolds 15Jun53 EU319980 


Library of Congress ap 
Copyright Office 





REYNOLDS, PHILIP. 

When and if, a novel; translated from the 
French by Joseph F, McCrindle. New 
York, [1952] 246 p. © on translation; 
Philip Reynolds; 5Sep52; A71082. 


I. McCrindle, Joseph F., tr. 


Library of Congress 
Copyright Office 





REYNOLDS, QUENTIN JAMES. 

The amazing Mr. Doolittle; a biography of 
Lieutenant General James H. Doolittle. 
New York, Appleton-Century-Crofts [1953] 
313 p. illus. © Quentin Reynolds; 
10Apr53; A86108. 


I. Doolittle, James Harold. 


Library of Congress 
Copyright Office 





REYNOLDS, QUENTIN JAMES. 
The Battle of Britain; illustrated 
by Clayton Knight. Random House, 
182 p. © Quentin Reynolds; 
10ct53; A110390. 


I. Knight, Clayton, illus. 


Library of Congress @ 





REYNOLDS, QUENTIN JAMES. 

Courtroom, the story of Samuel S. Leibo- 
witz. New York, Farrar, Straus. 
419p. © Quentin Reynolds; 25Mays0; 
A44496, 


I. Leibowitz, Samuel Showman. 


Library of Congress 
Copyright Office 





REYNOLDS, QUENTIN JAMES. 

Custer's last stand; illustrated by Frederick 
T. Chapman. New York, Random House. — 
185 p. (Landmark books, 20) © Quentin 
Reynolds; 18Oct51; A60719. 


I, Chapman, Frederick T., illus. 


lwg/r 


Library of Congress © per on 1951 
Copyright Office x 





REYNOLDS, QUENTIN JAMES. 

The F, B, I. Random House. [Fore- 
word by J. Edgar Hoover] 180 p. 
© Quentin Reynolds; 25Aug543 
A152835. 


I. Hoover, John Edgar. 


Library of Congress 6 


Copyright Office 





REYNOLDS, QUENTIN JAMES, 

Leave it to the people, [Part of chap. 3 
previously pub, in Woman’s home com- 
panion, Aug., 1948| New York, Random 
House. 1p. Quentin Reynolds; 
29Mar49; on additions & revisions; 
A31341, 


Library of Congress 
Copyright Office 





Reynolds, Quentin James, 1902- 


70,000 to 1; the story of Lieutenant Gordon Manuel, by 
Quentin Reynolds. New York, Random house ,1946, 


4p. 1., 3-217 p. 217. 
“First printing.” 


© 7-11-63 2c “ay ea, Random house, 
inc., New York; A 862. 


1. World war, 1939-1945—Personal narratives, American. 2. World 
war, 1939-1945—-New Britain (Island) 1. Manuel, Gordon. 1. Title. 


46-5115 


Library of Congress & D767.99.N4R4 
6, 940.548173 





III. Random house, New York, claimant, 





REYNOLDS (Re Je) TOBACCO COMPANY. SEE 
# The Hunter. LP1991-2003. 





REYNOLDS (Re J.) TOBACCO CO, ©, 
Winston-Salem, Ne. Ce 
Know your doctor. 1 v. of cole 
4llus, © 22Sepl7; AA35726. 





REYNOLDS (Re J.) TOBACCO COMPANY. 
# Man against crime. 





REYNOLDS, Rachel. 

Stranger in the night. SEE Mayorga, 
Margaret (Gardner), ed. Twenty short 
plays on a royalty holiday. DP13966. 





E unpub. 834% 
feynolds, Rae 


Belle of the Qowery. Lyric by 
Edward Richard Brennan. Music by ... 
Pi ted 42 cm. 


Melody unaccompanied. 

= } oan) D+ 

©1c 1--l.6; Edward Richard 
Brennan, New York; E unpub. 64%- 


mgc 2-27-l.6 





REYNOLDS, Ralph G. 

St idy for PeHeAse OF hous ing eee Flo- 
ridan plans .-.- IP155. SE Spin- 
del, Gilbert Donald. 





Reynolds, Ralph J. 


MAKE-BELIEVE LOVER; w, m & © Ralph J. 
Reynolds 7Jan54 EuU343412 


Library of Congress a 
Copyright Office 





REYNOLDS, RALPH VINCENT. 

Making full proof of our ministry; a hand- 
book of elementary pastoral studies based 
on the Scriptures. [Winnipeg, Columbia 
Press, 1953] 145 p. © Ralph Vincent 
Reynolds; 20Apr53; 2c 12Jum53; AI0-3293. 


Library of Congress 
Copyright Office 





Reynolds, Randy. 


MMM, OUCH; w George Eaton m Randy 
Reynolds © George Eaton & Randy 
Reynolds 29Jul52 EU283470 


Library of Congress @ 
Copyright Office 





Reynolds, Randy. 


OUU OUCH; w George Eaton m Randy 
Reynolds © on changed m George 
Eaton & Randy Reynolds 8Sep53 
EU330881. Appl. states prev. reg. 
as MM M Ouch 1952 no.283470. 


Library of Congress } 





Reynolds, Rey. 


BABY; w, m & © Ray Reynolds & Lillian 
Reynolds 4Feb52 EU263339 


Library of Congress @ 
Copyright Office 





Reynolds, + 


xT 
¥ 
oe 


BARNYARD BAND (DOWN IN ARKANSAS); by 
Ray Reynolds & Lillian Reynolds 
© Ray & Lillian Reynolds, Notice 
2Jul53 vee p310 


Library of Congress 
Copyright Office 





Reynolds, Ray. 


1630 REYNOLDS, LILLIAN, 

Barnyard band; [or] Down in Arkansas, 
lyrics and music by Ray and Lillian 
Reynolds, Appl, author: George A, 
Atterbury, employer for hire of Ray 
Reynolds and Lillian Reynolds. Appl. 
states prev. reg, 13Jun49, EU170067,. 
NM: revision of lyrics and music. 
© George A, Atterbury, d.b.a, Atterbury 
Music Enterprises, Portland, Ore.; 
24Aug53; EP77986. 


Library of Congress ow" on next card) 





REYNOLDS, LILLIAN, 
Barnyard band, EP77986. (Card 2) 


I, Reynolds, Ray. MII. Title. 
Ill, Title: Down in Arkansas, 


Library of Congress 





Reynolds, “ay. 


BROADWAY BLUES; by Ray & Lillian 
Reynolds © Ray & Lillian Reynolds 
EU153633. Notice 2Ju153 v22 p310 


Library of Congress 
Copyright Office 





Reynolds, Ray. 
BROADWAY BLUES © w & m Ray Reynolds 
& Lillian Reynolds 12Jan49 EU153633 


Library of Congress 
Copyrizhr Office 





Reynolds, Ray. 


CALL ME A FOOL; w & m Buckley Maxwell, 
Ray Reynolds & Lillian Reynolds © 
Ray Reynolds & Lillian Reynolds 
2Dec52 EU296026 


Library of Congress 
Copyright Office 





Reynolds, Ray. 
Do it, do it now; w &m R. Reynolds & 
L. Reynolds. ©Ray [Reynolds] & ° 
Lillian Reynolds, Royal Oak, Mich,; 


Siarl7; Eul.7678. 





Reynolds, Ray. 


DOWN IN ARKANSAS © w & m Ray Reynolds 
& Lillian Reynolds 13Jun49 EU170067 


Library of Congress 
Copyright Office 





Reynolds, Ray. 

FUNNY LITTLE CLOWN; w Buckley Maxwell 
m Lillian Reynolds & Ray Reynolds 
© Lillian Reynolds & Ray Reynolds 
16Jul52 E0281364 


Library of Congress 
Copyright Office 





REYNOLDS, RAY. 

Grow extra dollars at home. 
Armonk, Ne Ye, 61952. 51 p. 
illus. @ Raymond Bates Reynolds; 
lyJan53 (in notices 1952); A76367. 





Reynolda, Ray. 


HELPLESS; by Ray & Lillian Reynolds & 
Buckley Maxwell © Ray & Lillian 
Reynolds EU292545. Notice 2Ju153 
vee p310 


Library of Congress 
Copyright Office 





Reynolds, Ray. 


HELPLESS; w Buckley Maxwell w & m 
Ray Reynolds & Lillian Reynolds © 
Buckley Maxwell, Ray Reynolds & 
Lillian Reynolds 310ct52 EU292545 


Library of Congress @ 


Copyright Office 





M1630 REYNOLDS, RAY, 1887- 

of Helpless; tango, lyrics by Buckley Maxwell, 

oR music by Ray and Lillian Reynolds. 40¢ 
© Antobal Music Co,, New York; 21Dec53;. 
EP76645. 


I, Reynolds, Lillian, 1895- II, Title. 
{Il Maxwell, Buckley] 


Library of Congress 
Copyright Office 





Reynolds, Ray. 


IF YOU SAY NOs; w & m Ray Reynolds w, m 
& arr Lillian Reynolds © Ray Rey- 
nolds & Lillian Reynolds 14Ju153 
EU323667 


Library of Congress & 
Copyright Office 





Reynolds, Ray. 


JUST A LITTLE BIT MORE © w & m Ray 
Reynolds & Lillian Reynolds 2Nov49 


EU183797 


Library of Congress ey 
Copyright Office 





Reynolds, Ray. 


A MARKET IN MONTEREY; w & m Lillian 
Reynolds & Ray Reynolds © Lillian Rey- 
nolds 12Apr54 EU354402 


Library of Congress a 


Copyright Office 





Reynolds, Ray. 


MERRY MAMBA; w, m & © Lillian Reynolds 
& Ray Reynolds 19Nov53 EU339735 


Library of Congress @ 


“Copyright Office 





Reynolds, Ray. 


MOONLIGHT ON THE NILE; w, m & © Lil- 
lian pepelae & Ray Reynolds 8Nov54 
EU37640 


_ Library of Congress @ 
Copyright Office 





Reynolds » Raye 


MY SIDE OF THE STORY; m Louis Tobin 
w & © Ray Reynolds 12Feb51 Eve2e9252 


Library of Congress 
Copyright Office 





Reynolds, Ray. 
The only kind of guy to’ have around; 
w &m R. Reynolds & L,. Reynolds. 


© Ray (Reypolde.t Lillian Reynolds, 
Royal Oak, Mich.; 12Janl.7; EU\6031. 


Revised 





Reynolds, Ray. 


PARTY POLKA © w Ray Reynolds & Lillian 
Reynolds m Carrie Hoffman 14Nov49 
on new w EU185041 





Reynolds, Ray. 


SHARON O'SHEA © w & m Ray Reynolds & 
Lillian Reynolds 10Feb49 EU156703 





Reynolds, Ray, 1887- 


M1630 REYNOLDS, LILLIAN, 1895- 

2 Sharon O'Shea; words and music by Ray 

R & Lillian Reynolds. © Top Tunes Co., 
Ocean City, N. J.; 21Feb51 (in notice: 
1950); EP53099. 


I, Reynolds, Ray, 1887- Il. Title. 


Library of Congress 
Copyright Office 





Reynolds, Ray. 


THAT'S FOR SURE © w & m Ray Reynolds 
& Lillian Reynolds 6Ju148 EU139813 


Libsary of Congreas & 


Copyright Office 





Reynolds, Ray. 

TRAVELIN' DOWN THE TRAIL TOGETHER 
© w & m Ray Reynolds & Lillian 
Reynolds 25Mar49 EU161803 





Reynolds, Ray 


Wakakii, by the ; wéem Ray & 
Lillian Reynold © Ray and Lillian 
Reynolds, Royal Oak, Mich.; 26Marl.7; 


EUS 361 ; 


Library of Congress e 
Copyright Office 





Reynolds, Ray. 


WOULDN'T YOU; w, m & © Ray Reynolds & 
Lillian Reynolds 15Dec52 EU297334 


Library of Congress 


Copyright Office © 





Reynolds, Ray. 
YOU ARE SO RIGHT FOR ME © w & m Ray 


Reynolds & Lillian Reynolds 25Mar49 
EU161804 


Library of Congress @ 
Copyright Office 





Reynolds, Ray. 


YOU, MOM; w, m & © Ray Reynolds, Lil- 
lian Reynolds & Norma Isabel Cowper 
1ONov50 EU221517 


Library of Congress @ 
Copyright Office 





REYNOLDS, RAY AUGUST. 
King Rehoboam, a play. 
August Reynolds; 5 DU38372. 





REYNOLDS, RAY AUGUST. 
Oh, by Golly, a play in three acts. © Ray 
August Reynolds; 9Jul53; DU3i,495. 





REYNOLDS, RAY AUGUST. 
One thousand years today, a play in three 
acts, @©Ray August Reynolds; 19Feb5\; 
DU56246. 





REYNOLDS, RAY AUGUST. 
Radiant always, a lecture. © Ray 
Auguet Reynolds; 5Nov5i; 68221. 





REYNOLDS, RAY AUGUST. ae 
Stimulus, a play in three acts. © Ray 
August Reynolds; 313ul533; pDU3i,.690. 





REYNOLDS, RAY AUGUST. 
The woman who changes, a play in three acts. 
© Ray August Reynolds; 1430153; 1034512. 





bag rh oye. Rare BATES. SEE 


Raye 





Reynolds, Raymond Edwin. 


BACK HOME IN IOWA; w, m & © Raymond 
Edwin Reynolds 7Jun51 EU240654 


Library of Congress & 
Copyright Office 





Reynolds, Raymond Edwin. 


BEAUTIFUL DREAM GIRL; w, m & © Raymond 
Edwin Reynolds 7Jund51 ”BU240655 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


BROKEN HEART, BROKEN DREAMS; w, m & 
© Raymond Edwin Reynolds 28Sep51 
EU251555 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


BUY ME SOME ICE CREAM, BUY ME SOME GUM; 
w, m & © Raymond Edwin Reynolds 
7Jun51 EU240657 


Library of Congress Dp 
Copyright Office 





Reynolds, Raymond Edwin. 


'CAUSE MY HEART BELONGS TO YOU; w, m & 
© Raymond Edwin Reynolds 300ct51 


EU254655 


Library of Congress & 
Copyright Office 





Reynolds, Raymond Edwin. 


COASTING ON A MOONBEAM WITH THE GIRL I 
LOVE$ w, m & © Raymond Edwin Rey- 
nolds 16Jun51 E£U2%1579 


Library of Congress @ 
Copyright Office JUL 6 1954 





Reynolds, Raymond Edwin. 


COME AND GET IT; w, m & © Raymond Ed- 
win Reynolds 40ct54 EU372641 


Library of Congress & 
Copyright Office 





Reynolds, Raymond Edwin. 


DEFIANT HEART, OH MAKE HER HEAR MY 
PLEA; w, m & © Raymond Edwin Reynolds 
13Jul51 EU244172 


Library of Congress & 
Copyright Office 





Reynolds, Raymond Edwin. 


DON'T CRY; w, m & © Raymond Edwin 
Reynolds 23Apr52 Eu272444 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


GEE, BUT LOVING SURE IS FUN; w, m& 
© Raymond Edwin Reynolds 18Jun51 
EU241578 


- Library of Congress @) J UL 6 1954 
Copyright Office 





Reynolds, Raymond Edwin. 


HAWAIIAN LOVIN'; w, m & © Raymond Ed- 
win Reynolds 28May51 EU239828 


Library of Congress 
Copyright Office JUN 29 195] 





Reynolds, Raymond Edwin. 


HI YA, PRETTY BABY, YOU'RE LOOKING 
MIGHTY NICE TO ME; w, m & © Raymond 
Edwin Reynolds 25Jul51 EU245305 


Library of Congress ag AUG 2 7 1951 


Copyright Office 





Reynolds, Raymond Edwin. 


I HATE YOU; w, m & © Raymond Edwin 
Reynolds 28Jan52 EU262646 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


I'LL ALWAYS BE LOVING YOU, DEAR; w, 
m & © Raymond Edwin Reynolds lAug51 
EU245884 


Library of Congress @ 
Copyright Office 





Reynolds, Raymond Edwin. 


IT'S YOU; w, m & © Raymond Edwin Rey- 
nolds 5Mar52 EU266725 


Library of Congress a 
Copyright Office 





Reynolds, Raymond Edwin. 

A LETTER TO SANTA CLAUS; w, m & © 
Raymond Edwin Reynolds 6Aug52 
EU283404 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


MY RAMBLING ROSE; w, m & © Raymond 
Edwin Reynolds 28Aug51 EU248312 


SEP 12 1951 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


THE OLD VILLAGE CHOIR; w, m& © Ray- 
mond Edwin Reynolds 7Jun51 EU240656 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


READY LIPS; w, m & © Raymond Edwin 
Reynolds 31Mar52 EU269811 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


SANTA CLAUS IS COMING TO YOUR HOUSE 
TONIGHT; w, m & © Raymond Edwin 
Reynolds 22Jan52 EU262097 


Library of Congress a 
Copyright Office 





Reynolds, Raymond Edwin. 


SNOW-BALL, THE GREEN EYED. TEDDY-BEAR; 
w, m & © Raymond Edwin Reynolds 
13Nov51 EU255755 


Library of Congress a 
Copyright Office 





Reynolds, Raymond Edwin. 


THIS GOOD OLD WORLD'S ALL RIGHT; w, 
m & © Raymond Edwin Reynolds 18Jun51 
EU241577 


Library of Congress oe JUL 6 1951 
Copyright Office 





Reynolds, Raymond Edwin. 


TWO; w, m & © Raymond Edwin Reynolds 
28Jan52 EU262645 


Library of Congress 
Copyright Office 





Reynolds, Raymond Edwin. 


YOU'RE SO PRETTY AND NICE; w, m & © 
Raymond Edwin Reynolds 220ct51 


EU253819 


Library of Congress @ 
Copyright Office 





REYNOLDS, RAYMOND ENOCH. 
Quiz the experts, a thirty-minute quiz 
show. [Sample script] (© Raymond Enoch 
Reynolds; 16Aug503 cl.90). 





Reynolds, Raymond J 

Is you, ain't you? Words and music 
by R. J. Reynolds and Jesse V. L. 
Redding. 

Melody. 

© 5-31-l.6; R. J.-Reynolds and 
J. V. L. Redding, Upland, Ind.; 
EU 23915. 





REYNOLDS, REGINALD. 
Beards; their social standing, religious 
involvements, decorative possibilities 
and value in offence and defence through 
the ages. [1st ed.] Garden City, N. Y., 
Doubleday. 310p. © Reginald Reynolds; 
7Jul49; A34174. 


Library of — 
Copyright Office 
vp/mb 





REYNOLDS, REGINALD. 

Beds, with many noteworthy instances of 
lying on, under, or about them. [1st ed.] 
Garden City, N. Y., Doubleday. 310 p. 
© Reginald Reynolds; 6Dec51; A62008. 


br/r 


Library of Congress 2 9 4059 
Copyright Office JAN 24 





Reynolds, Reginald, 1905- 

Cleanliness and godliness; or, The further metamorphosis, a 
discussion of the problems of sanitation raised by Sir John 
Harington, together with reflections upon further progress 
recorded since that excellent knight, by his invention of the 
metamorphosed Ajax, father of conveniences, revolutionised 


the system of sanitation in this country but raised at the same 
time fresh problems for posterity which are discussed in all 
their implications, with numerous digressions upon all aspects 
of cleanliness, by the author, Reginald Reynolds ... Garden 
City, New York, Doubleday and company, inc., 1946. 


(Continued on next card) 


é} 46-3441 
Dy 





Reynolds, Reginald, 1905- Cleanliness and godliness ... 
1946. (Card 2) 


viii p., 11,326 p. 193%. 


“First (American, edition.” 


Ci ‘Ne18-l63 2 © h-3-l:6; Wimbledon Common, Enge; 
A 19. 


1. Sanitation, Household. 2. Water-closets. I. Title. 
(Full name: Reginald Arthur Reynolds 
46-3441 


Library of Congress GT470.R4 1946 
0) 614.764 





Reynolds, Richard. 


THE SAME OLD THING m Richard Rey- 
nolds (¢)w Edmond Locklear 4Sep47 
EU93457 





Reynolds, Richard. 


SHERMAN OAKS; m Ray Anthony & Richard 
Reynolds © Anthony Music Corp. 
25Aug52 EU285522 


Library of Congress a 
Copyright Office 





D unp. 4546 


Reynolds, Richard J. 
Canvas Kelly meets Alfoysius Updike, by 
Richard J. Reynolds and William Morton. 
(Canvas Kelly series, episode 1) 


Radio script. 
(1 ¢ 7-31-46; Richard J. Reynolds & William 
Morton, Providence; D unp. 4546. 





D unp. 4347 


Reynolds, Richard J 
Canvas Kelly meets Horizontal Harrigan, by 
Richard J. Reynolds and William Morton. 
(Canvas Kelly series, episodé II) 


Repredueed—from typewritten copy 

Radio script 

1. c 7-31-46; Richard J. Reynolds & William 
Morton, Providence; D,,4347. 


@ el 8-15-46 





Reynolds, Richard J. 
Canvas Selly series, a radio program by Richard 
J. Reynolds and William Morton. Episode 1 and 2. 
© 1c each 7-31-46; Richard J. Reynolds and 
Wiiliem Morton; D unp. 4346, 4347. 





REYNOLDS, RICHARD §, 
Crucible, poems, 61p, © The Fine 
Editions Press, New York; 30Dec50; 
A51121, 


I, Fine Editions Press, 
FEB - 8 1951 


dac/r 


Library of Congress & 
Copyright Office 





REYNOLDS, RICK, pseud. SEE 
Caputo, Richard Frank, 1926- 


EU198582 





Reynolds, Rita, pseud. See 
Marie 


Taylor, Rose 





Reynolds, Robert. 


AXE (E., W.) AND COMPANY, INC. 
Chemicals, the fastest growing industry; 
its unique position and prospects. New 
York, c1953. 66p. illus, (Axe- 
Houghton studies. Series B, no. 10) 
Appl. authors: E. W. Axe & Co., inc. & 


Robert Reynolds. © E. W. Axe & Co., 
inc.; 1May53; A94110, 


I, Reynolds, Robert. 


Library of Congress @ 
Copyright Office 





Reynolds, Robert. 


AXE (E, W.) AND COMPANY, INC. 

The electronics industry, 1953. New York 
[1952] 17p. (Axe-Houghton economic 
studies, ser. B, no. 9) Appl. author: 
Robert Reynolds. © E. W. Axe & Co., 
inc.; 28Nov52; A94416. 


I. Reynolds, Robert. 


Library of Congress @ 
Copyright Office 





Reynolds, Mrs. Robert. 


THROUGH WITH YOU; w Mrs. Robert 
Reynolds m Louis Tobin © Mrs. 
Robert Reynolds 11Feb52 EU264229 


MAR 10 1959 


Library of Congress @ 
Copyright Office 





REYROLDS, ROBERT C. 
Atomic energy companiese AA213311- 
SEE Hayden, Stone and@Company- 





REYNOLDS, ROBERT De,’ Howard Ge. 
Aylesworth, Aldo E. Nessler and 
Charles He Reynelds, dsbses the 
Reynolds Asseciates, SEE Reynolds 
Associates. 





REYNOLDS, ROBERT E,, PSEUD. SEE 
Rifkin, Leo. 





REYNOLDS, ROBERT BE, LEE ©, Atlanta. 
Book review, Methodist union in 
the courts. § 1. © 2Sepl7; 

AA 64265 





REYNOLDS, ROBERT E. LEE ©, 
A brief history of the Benevolent 
and Protective Order of Elks of 
5. ae States of America. 


aaab950.. 


lus. © 23u1)8; 





REYNOLDS, ROBERT L. 
Christian family movemente 32 p- 
© Ste Meinrad Archabbey, inc.-; 


29Jan54; A1l25109. 





Reynolds, Robert Victor, 1919- 
Of rice andmen. Philadelphia, Dorrance ,1947, 


182 p. ports. 20cm. 


1. World War, 1989-1945—Prisoners and prisons, Japanese. 2. 
World War, 1939-1945—Personal narratives, American. 1. Title. 


D805.J3R5 940.547252 48-262* 
© Dorrance & Co., ine. ; 140 ct47 ; A19030. 


5) 


Library of Congress 





AK 22262 


Reynolds, Rosemary Ross. 
Evaluating the field work of students, by Rosemary Reynolds 
New York, N. Y., Family service association of America 
(1946, 


3p.1,58p. 23. 
© 5-20-46; 2 c 6-2-6; Family service 


association of America, New York; AA 
22262, 


1. Social service—Study and teaching. 1. Title. 


HV11.R43 > 360.7 
Library of Congress 4) 





Reynolds, Roslyn Retholtz. 


WAIT FOR LOVE © w & m Roslyn 
Retholtz Reynolds 8Marl8 EU120237 


Library of Congress @ 


Copyright Office 





Reynolds, Roxanne Faenza 
~@ 


ROLLING BUMPER TO BUMPER; w, m & © 
Roxanne Faenza Reynolds 13Ju153 
EU323673 


Library of Congress S 
Copyright Office 





Reynolds, Roxanne Faenza,. 


THE WHISTLES BLOW; w, m © Roxanne 
Faenza Reynolds 2g0ct53 £u336159 


Library of Congress © 


Copyright Office 





REYNOLDS, ROXY. SEE 
Reynolds, Roxanne Faenza, 1916- 


EU323673 





M1630 REYNOLDS, ROY. 
Star gazing, words and music by Roy 
-R Reynolds. © Nordyke Publishing Co., 
Hollywood, Calif.; 26Janl6; EP2)0)6. 





REYNOLDS, ROYAL OLIF, 
Squad maneuvers and routines 
in football band shows. 36 p 
© Royal Olin Reynolds; unovs3! 
A114970~6 





REYNOLDS, RUSSEL B., Jr. SEE 
eee medical manual. 7th ed. 
AA208895 





saree = 6 ¥ 


Reynolds, Russel B 


The Officer’s guide; a ready reference on customs and correct 
procedures which pertain to commissioned officers of the 
Army of the United States. Harrisburg, Pa., The Military 
service publishing company ,1946; 

3 p. 1, 553 p. incl. illus., tables, forms, diagrs. col. plates. 244™, 


“11th edition, 1945. Second printing. Includes paytables effective 
July 1, 1946.” 


1. U. 8S. Army—Officers’ handbooks. 2. U. S.—Militia—Officers’ hand- 
books. 1. Military service publishing company. 


U133.048 1946 355 47-612 
© chapter 13, 5Dec46; publisher; A9060. 


uk € 


Library of Congress (2) 





Prepared by Russel B, Reynolds, 





REYNOLDS, Russel Burton, joint author. 
Tips on top bands. C 1662. See Low, John Stuart. 





Reynolds, Ruth. 


IT'LL BE CHERRY BLOSSOM TIME ©w &m 
Ruth Reynolds 26aprl8 £U127259 


Library of Congress ee 


Copyright Cflice 





AA 21707 


Reynolds, Ruth, 1911- 

The kindergarten department of the 
church school. St. Louis, Christian 
board of publication [cl196] 

pamphlet (31 p.) illus. 18 cm. 


"Helps for kindergarten leaders": 


Pe 29-31. : 
© 6-27-46; 2 ¢ 7-5-6; C.D. Pantie, 
St. Louis; AA 21707. 


6 8-21-16 





REYNOLDS, RUTH. 

The kindergarten department of 
the church school. St. Louis, 
Christian Board of Publication. 
51 ves > jae oe Bias - D. Pantle, 
St. Louis; SMayl7; 

sions; AAS666O 


on revi- 





Reynolds, Ruth. 


LAY YOUR BLUES AWAY AND PEP UP ©@w & 
m Ruth Reynolds 26Aprl8 £U127258 


Library of Congress @ 


Copyright Office 





Reynolds, Ruth E 

Begin to dig in; words by R.. 
E. Reynolds. 

Melodye 

© 3-29-l6; Re E. Reynolds, 
Ranger, Tex. EU 1065. 





Reynolds, Ruth E 

Blue Russian moon; words by 
R. E. Reynolds. 

Melody. 

© 3-29-l6; R. E. Reynolds, 
Ranger, Tex.; EU 11062. 





Reynolds, Ruth E, 


DAY AFTER TOMORROW ©w Ruth E, Rey- 
neds, m James Bruce 2,augli7 


EU93086 





Reynolds, Ruth E 

Go fishing; words by R. E. Rey- 
nolds. 

Melody. 

© 3-29-l6; R. E. Reynolds, 
Renger, Texe; EU 11,068. 





Reynolds, Ruth E 


Let music play; [words and melody 
by Ruth E. Keynolds] 


First line: Let music play, and play 
and play. 

©1 c¢ 3-5-6; Ruth E. Reynolds, 
Ranger, Tex.; E unpub. 10112. 


@ MSH 6-26-16 





Reynolds, Ruth E 

Play a walta; words by R. E. 
Reynolds. 

Melody. 

© 3-29-l6; R. E. Reynolds, 
Ranger, Tex.; EU 106). 





Reynolds, Ruth E 

Silver Saturday; words by Re E. 
Reynolds. 

Melody. 

© 5-23-l.6; R. E. Reynolds, 
Ranger, Texe; EU 22936. 





Reynolds, Ruth E 

Sing a lullaby: words by R. E. 
Reynolds. 

Melody. 

© 3-29-hL6; R. E. Reynolds, 
Ranger, Tex.; EU 1067. 





Reynolds, Ruth E 

Stepping with Bessie; words by 
R. E. Reynolds. 

Melody. 

© 3-29-6; R. E. Reynolds, 
Ranger, Tex.; EU 1066. 





Reynolds, Ruth E 

What can I do? Words by R. E. 
Reynolds. 

Melody. 

© 3- ae 16; R. E. Reynolds, Ranger, 
Tex.; EU 1063. 





Reynolds, Ruth E 


Where ever you are; [words and music 


by Ruth E. Reynolds] 


v 


Melody unaccompanied. 


ae Ea line: Don't forget to love me. 
©ilc 3-5-6; Ruth E. Reynolds, 


Renee, Tex.; E unp 10057. 





Reynolds, Ruth E 

You couldn't tell the truth; 
words by R. E. Reynolds. 

Melody. 

©€ 3-29-l6; R. E. Reynolds, 
Ranger, Tex.; EU 1)069. 





Reynolds, Ruth Elizabeth. 


ENTICED; w, m & © Ruth Elizabeth 
Reynolds 18Feb52 EU265000 


Library of Congress 
Copyright Office 





Reynolds, Ruth Elizabeth. 
RIVER OF HAPPINESS; arr E. W. Ferrell 
w, m & © Ruth Elizabeth Reynolds 


25Sep50 EU216399 





REYNOLDS, RUTH LEVERN. 
Cibolan gold. Country Poet 
23 pe © Ruth Reynolds; 
L5NovShs A162898. 





Reynolds, Ruth Stevens. 


THE DRAGON OF WU FOO; operetta, 
w David Stevens, m Charles Repper; 
mixed chorus. © 220ct26; E649803. 
Charles Repper (A) & Ruth Stevens 
Reynolds (C of D. Stevens); 1Feb54; 
R124660, 


Library of Congress @ 


Copyright Office 





Reynolds, S. Anthony. 


NORENE © w & m S. Anthony Reynolds 
150ct48 EU147332 


Library of Congress 2 
Copyright Office 





Reynolds, Sam. 


FOREVER YOURS m Leo & Hector Richard 
© w Sam Reynolds 6Jun49 EU169401 


Library of Congress ab 


Copyright Office 





REYNOLDS, SAMUEL ROBERT MEANS. 
Clinical measurement of uterine 
forces in pregnancy and labor, by 
S. R. M. Reynolds [and others ] 
328 p. © Charles C. Thomas, 
Publisher; 24Aug54; A152848. 


I. Thomas (Charles C.) Publisher. 


Library of Congress e 
Copyright Office rf + 





REYNOLDS, SAMUEL ROBERTS MEAN, 
Physiological bases of gynecology and 
obstetrics. Springfield, Ill. [1952] 
153 p. (American lecture series, 
publication no, 128. American lectures 
in gynecology and obstetrics) © Charles 


C. Thomas, Publisher; 20ct52; A71593. 


I, Thomas (Charles C.) Publisher. 


Library of Congress 
Copyright Office 





REYNOLDS, SAMUEL ROBERT MEANS. 
Physiology ofthe uterus. 2d ed., rev. and 
_ 611 p. illus. © Paul B. Hoeber, 
, New York; 7Nov49; on revisions & 
adahinass A38080. 


Library of Congress 
Copyright Office eS 





Reynolds, Sarahe 


A SMILE WILL BRIGHTEN UP YOUR DAY; w, 
m & © Sarah Reynolds 25May53 
EU317538 


Library of Congress & 
Copyright Office 





REYNOLDS, SCHUYLER. SEE 
Reynolds Company. 





REYNOLDS, SEAVEY. 
= floating fancies. © 
ey & Reynolds Nichols; 9Jun53; 


A9T2 





REYNOLDS, SHELDON. 
On the nose. A play in two acts. () Sheldon 
Reynolds, New York; le act II io cla le act 


I 29Aug46; D unp. 8541. 


el 5-14-47 





REYNOLDS, SHELDON MORTON. 
Burning court. A play in three acts. © 
Sheldon Morton Reyndoids, New York; le 
70cth7; D unp. 1907. 





Reynolds, Simeon C claimant 
He's the kinda guy. 


See 


McNeil, J 


ksk h-8-l6 





Reynolds, Ted, pseud. See 
Rudnitsky, Theodore. 





Reynolds, Teddy. 
A new pair of shoes; words ... by T. 
Reynolds, piano arr, by Dick Kent. 
Maré; Peer international corpora- 
tion, New York; EP7865. 
For voice and piano, with chord 
symbols, 


Tar mene, Diok,arr, I1..4itie. 


Music cat. 


Library of Congress @ 


Copyright Office 





G 232) 
Reynolds, Thomas A 


Balmy day. 
(No. 1) 


Ink drawin 


© le 8-19-hé; Washington, D. C.; 
G 232k. 


trm 10-2)-6 





G 2325 


Reynolds, Thomas A 
Balmy day. 
(No. 2) 


Drawing in ink. 
© le 8-19-16; Washington, ”. C.; 
G 2325. 


trm 10-2)-)6 





Reynolds, Thortas A. 


DIXIELAND BALL; m & © Thomas A. Reynolds 
21Jan53 EU300849 


Library of Congress 
Copyright Office 





Reynolds, Thomas Albert 
Bucky Buoy. 


Drawing, in ink 
"By Tom Reynolds," 
©ilc 8-30-46; washington; Gg 2381. 


LLHH 10-2)-)6 





REYNOLDS, THOMAS ALBERT ©. 
A “Tar Toon”. {Cat and bird cartoon) 
Drawing. ©@ile 26Jan50; 6v15418. 





Reynolds, Thomas Jefferson. 


DON'T THROW AWAY YOUR DREAMS © w 
Vivian Bernice Reynolds m Thomas 
Jefferson Reynolds l4Apr49 EU164086 


Library of Congress & 
Copyright Office 





REYNOLDS, TONY. See 
Reynolds, S. Anthony 


@ EU147332 





Reynolds, Vera Felker. 


GOODNIGHT, MY DEAR; w, m & © Vera 
Felker Reynolds 7Dec53 EU340363 


Library of Congress oO 


Copyright Office 





M219 REYNOLDS, VERNE, 1926- 

‘R456 (Sonatina, violin & piano) Sonatina; [by] 

S6 Verne Reynolds. © Verne Reynolds; 
10Feb49; EP36518. Score and part. 





Reynolds, Verne B. 


M259 HANDEL, GEORG FRIEDRICH, 1685-1759. 

.H (Sonata, violin & bass) Third sonate; by 
Handel, transcribed by Verne B. Reynolds. 
© Albert J. Andraud, Cincinnati; 250ct49; 
on transcription; EP41830. Score (horn 
and piano) and part. 


I. Reynolds, Verne B., arr. 


xM259.1 


Library of Congress 
Copyright Office @ 





Reynolds, Verne Becker. 


THEME AND THREE VARIATIONS; m & 
© Verne Becker Reynolds 5Feb51 
EU229153 


Library of Congress 
Copyright Office 





M1203 REYNOLDS, VERNE BECKER, 1926- 
Theme & variations; for brass choir [by] 
Verne Reynolds. North Easton, Mass., 
Music for Brass, (Music for brass, 
no.56) [Score] © Verne Becker Reynolds; 


-R5T5 
sS 


13May52; EP62769, 


I, Title, 


4 


Library of Congress @ 
Copyright Office . 


xM1203.33 





REYNOLDS, VERNON JUSTICE ©, 
You the jury. ist Ode, Var. 191:9 « 
67 pe © iarl9; AA110);35. 





M1630 REYNOLDS, VIRGINIA SMITH. ie 
Pe Girl of my brightest dreams; words & 
oR music by Virginia Smith Reynolds. 
© Nordyke Publishing Co., Hollywood, 
Calif.; 2Dech6; EP20817. 


Library of Congress a 
Copyright Office 





Reynolds, Virginia Smith. 


I didn't mean to do no harm; wv V. S. 
Reynolds‘ & S. Mitchell, mS. 
Mitchcll.’ © Virginia Smith Reynolds, 
Gary, Ind. & Sam Mitcholl,, Tampa, 
Flas; 19Junl7; £U811,0. 





Reynolds, Vivian. 


AWAY WITH THE WOLF; w, m & © on changed 
m Vivian Reynolds 11Sep$0 EU215345. 
Appl. states prev. version: The big 
bad wolf has suffered a relapse. 


Library of Congress ay 
Copyright Office 





eynolds, Vivian. 
DO TT NOW@ w®& m Vivian lReynolds. 
23Declh:7 £U109851 


Library of Congress 
Copyright Office 





Reynolds, Vivian. 


DREAM, DREAM, DREAM; w, m & © Vivian 
Reynolds 11Sep50 EU215950 


get 1 6 4950 


Library of Congress © 
Copyright Office 





Reynolds, Vivian. 
ELEVATOR SONG; w, m & © Vivian Reynolds 
11Sep50 £U215348 


OCT 1 2 1950 


Library of Congress @ 


Copyright Office 





Reynolds, Vivian. 


HOLD ME CLOSER; w, m & © Vivian Reynolds 
11Sep50 EU215347 


Library of Congress @ 
Copyright Office 





Reynolds, Vivian. 


IF I WERE TO TELL YOU; w, m & © 
Vivian Reynolds 60ct52 EU289976 


Library of Congress S 
Copyright Office 





Reynolds, Vivian. 
I'M TIRED WORRYING ABOUT TROUBLES; 
w, m & © Vivian Reynolds 11Sep50 
EU215949 


Library of Congress a 
Copyright Office 





Reynolds, Vivian. 


MUSIC STORE DILEMMA; w, m & © Vivian 
Reynolds 11Sep50 EU215346 


OCT 16 1950 


Library of Congress } 
Copyright Office 





R Vi 5 ma 

wry RAR OTSHE ey “SAP es Awe om 
Vivian {Reynolds 23Decl7 on 
changed w & m §£V109850 


Ltheaty 4f Congres ee 
Copyright Office 





Reynolds, Vivian. 


THE NIGHT WHISPERS A THOUSAND STORIES 
© w & m Vivian Reynolds 24Aug49 
EU177607 


Library of Congress S$ 


Copyright Office 





Reynolds, Vivian. 


SONGS; w, m & © Vivian Reynolds 11Sep50 
EU215951 


Library of Congress & 


Copyright Office 





Reynolds, Vivian. 


THERE AIN'T NO DOUBT ABOUT THAT; w, m 
& © Vivian Reynolds 60ct52 EU289975 


Library of Congress @ 


Copyright Office 





Reynolds, Vivian Bernice. 
DON'T THROW AWAY YOUR DREAMS © w 
Vivian Bernice Reynolds m Thomas 
Jefferson Reynolds 14Apr49 EU164086 


Library of Congress e 
Copyright Office 





Reynolds, Vivian ¢C. 
MY IDEA OF A SWELL IDEA; w, m & © on 


new m Vivian C. Reynolds. 3lJan51 
Eu228513 


MAR 16° i953 


Library of Congress 
Copyright Office 





Reynolds, Vivian C. 


ONE SMILE; w, m & © Vivian C. Reynolds 
31Jan51 Ev228511 


MAR 16 1951 


Library of Congress 
Copyright Office 





Reynolds, Vivian Cc. 


A SING SONGY SONG; w, m & © Vivian C. 
Reynolds 31Jan51 EU228510 


MAR 16 1951 


Library of Congress 
Copyright Office 





Réynolds, Vivian C. 


SONGS; w, m & © on changed m Vivian 
C. Reynolds 31lJan51 EU228512 


Library of Congress 
Copyright Office 





Reynolds, Vivian C. 


TALES OF A MILLION HEARTS; w, m & © on 
new m Vivian C. Reynolds 2Nov51 
EU254904. Appl. states prev. 
version: The night whispers a 
thousand stories. 


Library of Congress & 


Copyright Office 





Reynolds, Vivien G. 

Teen-agers---name it-<-hobby show--13 
years inclusive. 

pay is 


Typewritten. 

Lecture 

(c) le 12-12-46; Vivian G. Reynolds, Wichita, 
Kan.3; C 983, 


el 1<3=47. 





Reynolds, Vivian Genevieve. 
THE BIG BAD WOLF HAS SUFFERED A 
RELAPSE © w & m Vivian Genevieve 
‘Reynolds 170ctk7 EU99369 


Library of Congress G 


Copyright Offite 





Reynolds, Vivian Genevieve. 

DON'T YOU THINK IT'S A SWELL IDEA 
©w & m Vivian Genevieve |Reynolds 
170cth.7 on new matter EU99370 


Library of Congrese e 


Copyright Office 





Reynolds, Vivian Genevieve. 


EXTRAORDINARY © w & m Vivian Genevieve 
Reynolds 4May49 EU166161 


Library of Congress & 
Copyright Office 





Reynolds, Vivian Genevieve. 


I'D LIKE TO BE THE GIRL; arr Joe Rig- 
don w, m & © Vivian Genevieve Rey- 
nolds 5Ju150 EU208733 


Library of Congress dip 


Copyright Office 





Reynolds, Vivian Genevieve. 


JUVENILE JINGLES © w & m Vivian Gene- 
vieve Reynolds 4May49 EU166162 


Library of Congress ep 
Copyright Office 





Reynolds, Vivian Genevieve. 

THE WORLD WITH A FENCE AROUND IT 
@w x m Vivian Genevieve Reynolds 
6Feby8 on changed w & m EU117833 





Reynolds, Vivian Genevieve. 


THE WORLD WITH A FENCE AROUND IT IS 
OURS m Bob Allen, ©w & m Vivian 


Genevieve |Reynolds, m Joe Rigdon 
170cth7 £U99368 


Library of Congress @ 


Copyright Office 





Reynolds, Vivian Genevieve. 


YOU'LL NEVER GET INTO TROUBLE; arr Joe 
Rigdon w, m & © Vivian Genevieve 
Reynolds 5Ju150 EU208734 





Reynolds, W H Matthew, 
oint composer. 


geeMorgan, Embro Willis, jr. Could be. 





Reynolds, W : ite auth, 


Adj seed, foward % 
History of the development, mannufag- 


sure and calibration of lH. E. I. standard 
low nozz 08, by Howard Se Bean, We Ho 

teynolds [and] Rawleigh lf. Johnson. New 

Eee ~ ‘3 ee 

ork, lieat exchange institute » elle. 


pamphlet (15 p.) illus. 28er0 


4nsertion in a binder. 
exchange institute. 


wPrs Hen 
2 ¢ 5-22-1160; Heat exchange 
295) 


York 3 AA Le J Dane 


G APP: 6-10-l.6; vf 8-12- 
: 16. 


for 





Reynolds, W H Matthew, 


oint composer. 
fora Embro Willis, jr. It's 


like this. 





Reynolds, W H Matthew, 
joint composer. 

cfosMorgan, Embro Willis, jr.- Melody 
nose 14-15. 





REYNOLDS, WALT. 
Jest eavesdropping. Pageant Press. 
90 p. © Walt Reynolds; 14Sep53; 
A118738. 


Library of Congress @ 


Copyright Office 





Reynolds, Waiter. 


M1671 WHITEHALL, DAVID. 

oW A-travelin’; words by Walter Reynolds, 
music by David Whitehall, © J. J. 
Robbins & Sons, inc., New York; 20Jun49; 
EP38760. Score: chorus (SSATB) and 
piano. 


I. Reynolds, Walter, lyricist. I. Title. 


Library of Congress e xM1585 


Copyright Office 








Reynolds, Walter, joint author. 
FULMER, HERMAN K. 
College algebra, by Herman K. Fulmer and 
Walter Reynolds. 204 p. © Ginn and Co.,, 
Boston; 2Jan51; A54657. 


I, Reynolds, Walter, joint author. 
II. Ginn and Co. 


vp/r 


Library of Congress 
Copyright Office 


MAY 18 195] 





Reynolds, Walter. 


M1671 WHITEHALL, DAVID, 1882- 

oli Come along, words by Walter Reynolds, 
music by David Whitehall, vocal ar- 
rangement by the composer. @©J. J. 
Robbins & Sons, inc., New York; 
Mar8; EP23936. For mixed chorus 
and piano, 


e 





Reynolds, Walter. 


I'm A-SINGIN' AND A=RIDIN' ©w Wale 
ter Reynolds, m James Bruce 2)Aug7 


EU90 





M1245 REYNOLDS, WALTER. 

-R Into Thy hands; [by] Newman Wolsey 
[pseud,] arr.: Edrich Siebert [pseud.] 
[Parts: band] © on arrangement; Wm. 
Paxton & Co., ltd., London; 17Jun52; 
EF0O-14615. 


I, Title. [II. Smith-Masters, Stanley, 1903- 
] 


Library of Congress 
Copyright Office 





Reynolds, Walter. 


SELECTION FROM BEETHOVEN'S WORKS; m 
Ludwig van Beethoven, selected & arr.; 
band. © 28May23, E566809. R66508, 
29Aug50, Walter Reynolds (A of 
selection & arrangement) 


OCT = 900 





Reynolds, Walter. 


SELECTION FROM SCHUBERT'S WORKS; arr.3 
brass band. © 1May24, E592380. 
R78705, 9May51, Walter Reynolds (A 
of arr.) 


JUL 19 1951 


Library of Congress ee 
Copyright Office 





Reynolds, Walter, 

SELECTION FROM SPOHR'S WORKS; selected 
& arr. for band by. Walter Reynolds. 
(In Boosey's brass band jeune) | © 
on arr., 28May25, E614920. R96466, 
9Jun52, Boosey & Hawkes, inc. (PWH) 


Library of Congress 
Copyright Office 





Reynolds, Walter. 


SELECTION FROM TCHAIKOWSKY!S. WORKS; 
arr.; brass band. © on arr., 17Sep24, 
E598690. R85497, 310ct51, Walter 
Reynolds (A of arr.) 


DEC 14 195) 


Library of Congress & 
Copyright Office 





I 


Reynolds, Walter Edward. 


remember when; w &m R. V. Smith 
& W. E. Reynolds. © Ralph Vin- 
cent Smith & Walter Edward 


lReynolds, Jersey City; 5Marl7; 


‘EU65510. 


Library of Congress 
Copyright Office 





Reynolds, Walter Edwards 
Shadows fall; wuwmhkh.V.Smithaw VW. E. 
Kkeynolds. © Ralph Vincent Smith & 
yalter Edward Reynolds, Jersey City; 

17 Mar47; EU&7250. 


Library of Congress & 
Copyright Office 





Reynolds, Walter Edward. 


While I was dancing with you; w & 
m R. V. Smith & W. E. Reynolds. 
€ Ralph Vincent Smith & Walter 
Edward (Reynolds, Jersey City; 
SMarl7; EU65509. 





Réynolds, Walter Ford, Jr. 


ON CLOUD NINE; w Walter Ford Reynolds 
Jr. m Ken Watkins © Walter Ford 


Reynolds Jr. & Ken Watkins 8Sep52 
EU287716 


Library of Congress 
Copyright Office 





REYNOLDS, WARREN KIEPSR. 
Race-Rama day at the races; a now 
game for adults. © Warren 
Kiefer Reynolds; 9Nov5l; A16 3108. 





REYNOLDS, WELDEN. 
This business of real estate. 
Book 1. Sales methods. 62 pe 
illus. © National Institute of 
Real Estate Brokers of the Na- 
tional Association of Heal Estate 
Boards; 15Declh9; AA10751. 


@ 





REYNOLDS, WELDEN. 
This business of real estate. 
Book 2. Office ideas & procedure. 
May 1950. 6) pe, illus. © National 
Institute of Real Estate Brokers 
of the National Association of 
Real Estate Boards; 1May50; 


ALL929~¢ 





REYNOLDS, WENDELL SANFORD. 
Jackpot, a play in three acts. © Wendell 
Sanford RYgn ois 3 13%t52; pUs2087. 





REYNOLDS, WENDELL SANFORD. 

Love, honor and oh boy! A play in three 
acts. © on revisions; Wendell Sanford 
Reynolds; 7May52; DU50788. Appl. states 
SS; reg. as "They all want something," 





REYNOLDS, WILHELMINA FOSTER 
The elements of chemistry, F113668,. 
SEE Foster, William. 





REYNOLDS, WILHELMINA FOSTER 
Laboratory exercises in general 
chemi Stry« Ril 3667 . 
Foster, William. 





Reynolds, William. 


HOLIDAY IN HEAVEN; w & m Virginia 
Chambers arr William Reynolds © 
Virginia Chambers 4Dec53 EU340058 


Library of Congress @ 


Copyright Office 





Reynolds, William Aloysius. 


G. I. JOE; w, m & © William Aloysius 
Reynolds 150ct52 EU291946 


Library of Congress > 


Copyright Office 





Reynolds, William Arvord. 


ON THE WESTERN PLAINS m William 
Arvord Reynolds © w Ella May 
Crisman m Luella W. Towl 17Aug49 
EU176235 


Library of Congress & 


Copyright Office 





Reynolds, William Bomar. 


PRAY, DARLING m Ronald Buck © w Wil- 
liam Bomar Reynolds 14Feb49 EU160392 


Library of Congress @ 


Copyright Office 





Reynolds, William Bomar. 


TIS SPRING m Ronald Buck © w William 
Bomar Reynolds 14Feb49 EU160391 





Reynolds, William Craig. 


NOTHING; w, m & © William Craig Rey- 
nolds 5Apr51 EV234566 


Library of Congress 
Copyright Office 





Reynolds, William David. 
CAROLINA MELODY; w, m & © William 
David Reynolds 30Apr52 EU273216 


Library of Congress & 
Copyright Office 





Reynolds, William David. 


CHEROKEE RAG; m & © William David 
Reynolds 11Mar53 EU307263 


Library of Congress 
Copyright Office 





Reynolds, William David. 
SOUTH REEL; m & © William David 
Reynolds 11Mar52 EU267518 


Library of Congress 
Copyright Office 





Reynolds, William Harold 


Just chance? Lyrics and music by 
Wm. H. Reynolds. 


Melody and chord indications. 


First line: Just chance that made 
me dence your way? 


©1 e 1-18-46; William Harola Rey- 


-; E unpub 2810. 


& ksk 5-22-hé 


nolds, Washington, D. Cc 





Reynolds, William Harold 


We clicked. Words and music by Wm. 
H. Reynolds. 


Melody unaccompanied. 

First line: We clicked got together 
like thieves as thick. 

©1c 1-18-46; William Harold Rey- 
nolds, Washington, D. C.3; E unpub 2811. 


ksk 4-21-l6 





Reynolds, Wiliiam Henry Matthew, 1922 - 
joint composer. 
cfeMorgan, Embro Willis. The exercise jumps. 





Reynolds, William Henry Matthew, 1922 - 
joint composer. 


Fec2liorgen, Embro Willis. Melody #19. 





Reynolds, William Henry Matthew, 1922 - 
joint composer. 


GeaMorgan, Embro Willis. Melody #20. 





Reynolds, William Henry Matthew, 1922 - 
joint composer. 
cMorgan, Embro Willis. Melody #21. 





Reynolds, William Henry Matthew, 1922 - 
joint composer. 
SfecMorgan, Embro Willis. Melody #22. 





Reynolds, William Henry Matthew, 1922« 
joint composer, 
uo Morgan, Embro Willis, Now I knows 





Reynolds, William Henry Matthew. 


Cc 


A 





of lovc; x [ise Cc. Embro 
s] Morgen & Matt [i. c. Jillian 
7] Reynolds. © Embro ‘illis 

jr. ¢& Villiem Henry Matthow 
s, Brooltlyn; 15Janl7; EU59376. 


4 
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Oa 


oO 
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M2072 REYNOLDS, WILLIAM JENSEN, 1920-. 

6 Amazing grace; old Southern melody, 

R hymn anthem edited and arranged for 
mixed chorus, SATB, by William Rey- 
nolds [words by John Newton] (Choral 
Press publications, series of church and 
school choruses, no.,1893) [With piano 
acc.] 18¢ © on arrangement & new piano 
acc,; Choral Press, Evanston, II1.; 
1Jul50; EP52220. 


I. Title, Revised 
Library of Congress 


9Aug5 1 oY 
xM1630 ty 


Copyright Office 





M2199 REYNOLDS, WILLIAM JENSEN, 1920- 

.R Christ is the answer; [by W. J. Reynolds, 
words by Stanton H. Nash. Oklahoma 
City, Renaco Press] 15¢ © Stanton 
Harris Nash & William Jensen Reynolds; 
15Apr51; EP55800, 


I, Title, [II. Nash, Stanton Harris, 
1915- ] 


, 5 i9d8 


Library of Congress eG 
Copyright Office 





M2092 REYNOLDS, WILLIAM JENSEN, 

4 Come, Thou fount of ev'ry blessing; based 

oR on the hymn tune, Ball hill as found in 
the Sacred harp, SATB a cappella, arr, 
by .William Jensen Reynolds, {words by] 
Robert Robinson. (Harold Flammer 
choral series, 84349) 16¢ © on arrange- 


ment; Harold Flammer, inc., New York; 
23Aug50; EP50071. 


. Title. .[II. Robinson, Robert] 


Library of Congress 
Copyright Office 








M2198 REYNOLDS, WILLIAM JENSEN, 1920-_ arr. 
-R528F3 Familiar hymns for men; arr. by William 
Jensen Reynolds, [Close score] 75¢ 
NM: arrangement. © Century Press, 
Oklahoma City; 15May54; EP81303,. 


I, Title. 


Library of Congress @ 





Reynolds, William Jensen. 


M2092 WALMISLEY, THOMAS A 

5 From all that dwell below the skies; SATB 

.W a cappella [by] Thomas A, Walmisley, 
arr. by William Jensen Reynolds [words 
by] Isaac Watts. 16¢ © on arrangement; 
Harold Flammer, inc., New York; 
19Dec50; EP52283. 


I, Title. [II. Reynolds, William Jensen] 


Library of Congress & 
Copyright Office 





Mi671 REYNOLDS, WILLIAM JENSEN, 1920- 
.R He's got the whole world in His hand; 
Negro spiritual arranged for mixed 
voices by William Jensen Reynolds. 
[Principally close score] 18¢ © on 
arrangement; Century Press, Okla- 
homa City; 23Aug52; EP65276. 


I. Title. 


xM1587 
Library of Congress 
Copyright Office 





Reynolds, William Jensen, 1920- 


M2199 REYNOLDS, ISHAM EMMANUEL, 1879- 

R His own; anthem for mixed voices [words] 
anonymous [music by] Isham E, 
Reynolds, arr. by W. J. R. [Hymn, with 
music] 18¢ © on arrangement; Century 
Press, Oklahoma City; 30Jul53; EP75178. 


I, Title. [Il. Reynolds, William Jensen, 
1920- ] 


Library of Congress & 


Copyright Office 





Reynolds, William Jensen. 


M2072 WHITE, J ¥ 

4 How tedious and tasteless the hours; from 

.W the Sacred harp; SATB accompanied [by] 
J. T. White, arr. by William Jensen 
Reynolds, words by John Newton. (Har- 
old Flammer choral series, 84355) 16¢ 
© on arrangement; Harold Flammer, inc. 
New York; 19Dec50; EP52282, 


I, Title. [II. Reynolds, William Jensen. 
Ill. Newton, John] 


WiAn *¢ 7 
Library of Congress & r 
Copyright Office 








Reynolds, William Jensen, 1920- 


SCHULER, GEORGE 5S 1882- 
Make me a blessing; [words by] Ira B. 
Wilson [music by] George S, Schuler, arr. 
William Jensen Reynolds. [Score: SATB 
and organ] 18¢ Appl. states prev. reg. 
1924, NM: arrangement. © Century 


Press, Oklahoma City; 1Aug54; EP§2593. 
I, Title. [II. Wilson, Ira Bishop, 1880- 


1950, II. Reynolds, William Jensen, 
1920- | 


Library of Congress @ 





Reynolds, William Jensen. 


PREPARE TO MEET JESUS; w Florence L. 
Rose m William Jensen Reynolds © 
Florence L. Rose 24Nov54 EU378102 


Library of Congress ®@ 


Copyright Office 





REYNOLDS, WILLIAM ROBINSON, 

Joseph Pulitzer, [Thesis—Columbia Uni- 
versity] Ann Arbor, University Micro- 
films, Microfilm copy of typewritten ms, 
Positive, ([University Microfilms] 
Publication no, 1651} -© William Robin- 
son Reynolds; 12Jul50; A46022, 


NOV 27 1950 


Library of Congress md/'r 
Copyright Office 





Reynolds, Willma Davis. 


MY DESTINY © w & m Willma Davis Rey- 
nolds 13Dec48 EU151078 


Library of Congress @ 


Copyright Office 





REYNOLDS, WILSON HOWARD ©, Rocky 
River, Ohio. 
Cleveland Indians’ baseball sched- 
ule. 1947. Calendar, illus., 
60 x h3em. © 15Mayi;7; AAGO990. 





REYNOLDS, WILSON MOWARD ©. 
Cleveland Indians baseball schedule, 
endear. © lAprl9; 





REYNOLDS, WILSON HOWARD ©. 
Cleveland Indians baseball schedule 
1949, Calendar. © lAprh93 as119673. 





REYNOLDS, WILSON HOWARD ©. 
Cleveland Indians baseball schedule, 
1950. [Calendar] © 1Apr50; 


AA1L595526 


sep 14 1950 





REYNOLDS, WILSON HOWARD ©. 
Cleveland Indians baseball ‘saeeitiee 
{Wall baseball and novelty calendar] 
(Letterheads, forms, labels, etc.) 


Postere © lApr50; KxK528)5. 





WILSON HOWARD @, 
forid champs" Cleveland Indians 
1949 baseball schedules Shect. 


© 15Pech3s AALO%205~ 





Reynolds, Wynford,. 

’ cocktail of happiness ... arranged 
by Fred Hartley. London, the Peter 
Maurice music co., ltd. 

© errangement, 310cth5; le 7Janh6; 
Peter Maurice, inc., New York; EF%6. 


Piano-conductor score (orchestra) 
and parts. 


i. Hartley, Hred,.err<-. Il. Tittas 


Music cat. 
Library of Congress Gg 


Copyright Office 





M1350 REYNOLDS, WYNFORD. 

KR Morning glory; concert waltz, by Wynford 
Reynolds, arr, for orchestra by Ronald 
Hanmer. [Piano-conductor score (orches- 
tra) and parts] © Liber-Southern, ltd., 
London; 19Dec50; EF18754, 


I. Title, [I]. Hanmer, Ronald Charles Douglas, 
1917- ] 


Library of Congress 
Copyright Office 





M1350 REYNOLDS; WYNFORD, 

.R Valse royale; by Wynford Reynolds, arr. 
by Ronald Hanmer, [Piano-conductor score 
(orchestra) and parts] © Bosworth & 
Co., ltd., London; 1Apr53; EF0-19628, 


I, Title, [II, Hanmer, Ronald Charles 
Douglas, 1917- ] 


Library of Congress 
Copyright Office 





Reynolds, Yama. 


DREAM OF LOVE AND YOU; m transcribed 
from Liebestraum & w Glenhall E. 
Taylor, arr. Yama Reynolds; with 
ukulele. © 30Ju125, E620134. 
R98513, 1lAug52, Glenhall Taylor (A) 


Library of Congress 
Copyright Office 





Reynolds, Yama. 

DREAM OF LOVE AND YOU; w & m tran- 
scribed by Glenhall E. Taylor, arr. 
Yama Reynolds. © 30Ju125, E620134. 
R98369, 6Aug52, Glenhall E. Taylor 
& Yama Reynolds (A's) 


Library of Congress e 
Copyright Office 





Reynold's after-war atlas and gazetteer 
of the world. SEE Collier, firm, 
publishers. 








Reynolds & Co., ltd. 


M1621 DAVEY, FRANK, 1898- 

D Simple things; ballad, written & composed 
by Frank Davey. © Reynolds & Co., ltd., 
London; 24Aug49; EF-0410, 


I. Title. 


Library of Congress 
Copyright Office © 





Reynolds & Co. (Music Publishers), itd. 


M1739 BROWNE, MURRAY. 
It’s all Fanny’ s fault that she’s forty; 
.B humorous song, written & composed by 
Murray Browne. © Reynolds & Co, 
(Music Publishers), itd. London; 24Feb49; 
EF13383. 


I. Title. 


Library of Congress 
Copyright Office Gs 





Reynolds & Go. Music Publishers, ltd, 


M1739 SUTTON, TOM. 

ae Jobs; or, If I were not upon the 

tS) stage, a very humorous concerted 
item written & composed by Tom Sut- 
ton. © Reynolds & Co, (Music Pub- 
lishers) 1td., London; 29Dech7; 
STC: 


EF7930. 


Ie Title. If. Title: If I were not 
upon the stage. 


Library of Congress © 


Copyright Office 





Reynolds & Co. (Music Publishers), itd 


M1739 BROWNE, MURRAY. 

a O’Rafferty’s hare; humorous Irish song, 

.B written & composed by Murray Browne. 
© Reynolds & Co. (Music Publishers), 
Itd., London; 14Apr49; EF13384, 


I. Title. 


Library of Congress 
Copyright Office g@ 





Reynolds & Co. (Music Publishers), ltd 


M2113 BROWNE, MURRAY. 
i Peace in our time; ballad, written & 
composed by Murray Browne, [piano 
acc. arr. by Edward Griffiths] 2/- 
© Reynolds & Co. (Music Publishers), 
ltd., London; 18Jan50; EF0O-1365. 


I. Title. [IIl. Griffiths, Edward Arthur, 
1899- ] 


} on" * © Titi 978 
Library of Congress a .P4 


Copyright Office 





Reynolds & Co., 
M1739 BLAIN, KEJNETH. 
o2 Songs and Monologues; written and 
.B composed by Kenneth Blain. € 


Reynolds & Co. (Music Publish-e 
ers) 1td., London; lJul7; 
EF6013. 

t. Titie, 


Library of Congress one 


Copyright Office Music Cet. 





Reynolds & Co., Music Publishers, wert 


M1739 BLAIN, KENNETH. 

° Songs and monologues written and 

B composed by Kenneth Blain. © Rey- 
nolds & Coee(Music Publishers) ltd., 
London; 29Dech7; EF7937. 


XM1626 


Library of Conpress © 


Copyright Office 





Reynolds & Co., Music Publishers, ltd. 
M1739 BLAIN, KENNETH. 


Songs and Monologues; written and 


-B composed by Kenneth Blain. 
© Reynolds & Cos (Music Publish- 


ers) ltd., London; 2Sep\7; 
EF6693. 


I. Title. 


Library of Congress we 


Copyricht Office 





Reynolds & Co. (Music Publishers), lt 


M1621 BROWNE, MURRAY. 

B These things I gave; a ballad, lyric by 
V. F. Stevens, music by Murray Browne. 
© Reynolds & Co. (Music Publishers), 
ltd., London; 19Apr49; EF13382. 


I, Stevens, Victor Frank, lyricist. 
Il. Title. 


Library of Congress 
Copyright Office 





REYNOLDS AND MORRISON. 
Primate building, Oklahoma City 
Municipal Zoo. Drawings 
© Reynolds & Morrison, a partner- 
ship composed of Ivan M, Rey- 
nolds & Ross W. Morrison; 
2lJanSh; GU22715. 





REYNOLDS AND REYNOLDS COMPANY. 
Standard accounting system manual 
for Studebaker and Packard dealers. 
Loose leaves. © Reynolds & 
Reynolds Co.; 26'owsh 
1955); 165315. 


{in notice: 





REYNOLDS & REYNOLDS COMPANY ©. 
Tucker Corporation uniform accounting 
system for distributors and dealers. 





REYNOLDS AND SON, INC. 
Equipment and supplies. Cate 50. 
Barre, Vt. [1950] 267 pe, illus. 
© Associated Equipment Distributors; 
8Jun503 AAL517~6 





REYNOLDS AND SON, INC. 

Equipment and supplies for quarries 
and mines «ee. Catalogue 1953. 
26 pe Apple authors: George J. 
Boesche Associated Equipment 
Distributors; 1Sep533; A10\907. 





REYNOLDS ASSOCIATES. 

Pian for church business management. 
Sheets. © Charles Hs Reynolds, 
Howard G. Aylesworth, Aldo FE. 
Nessler & Robert D. Reynolds 
co=partners d.bea. the Reynolds 
Associates; 270et523 AA227)18. 





REYNOLDS Cot PANY. 

The Reynolds paper cost finder. 
Sheets © Schuyler Reynolds, 
Gebefis Reynolds Cos, Columbus, 
Ohio; 23Jdul5l; AA191365.~ 


@ SEP 10 195} 





REYNOLDS COMPREHENSIVE ATLAS AND GAZET- 
TEER OF THE WORLD, edited and rev. by 
Prancis J. Reynolds. 1922 ed. 
© on revised text and revised maps, 
25Feb22, 4659179. R59016, 7Jan50, 

P. Fe. Collier & Son Corp. (PWH) 


AR 1.6 1950 





REYNOLDS COMPREHENSIVE ATLAS AWD GAZET- 
TEER OF THE WORLD, edited and rev. by 
Francis J. Reynolds. 1922 ed., 2d 
revision. > 3 on revision, 1Jul22, 
A677568. R63388, = P. FP. Gol- 
lier & Son Corp. 


sur 14 1950 





REYNOLDS DO-IT-YOURSELF ALUMINUM. 
SEE Reynolds Metals Company. 





REYNOLDS DO-IT-YOURSELF, PLAN NO. 109. 
SEE Reynolds Metals Company. Car top 
luggage carrier. 





‘ 


Reynolds electric coe, claimant. 

The magic heating & cooling plant of the human 
hody. (Circulators [Chicago, Printed by 
Stewart printing co., c1946] 

pores illus.e 22: x 9$ cme (Bulletin 
237 


Printe 
Application author: Clyde Tompkinse 
(2) 4=9=46; 2 c 4—26=-46; Chicago; KK 27506 


e APP 5-31-46 





KK 2751 


Reynolds electric co., claimant, 

eee Reco refrigerator fans. (Refrigerator 
fans) [Chicago, >Prinbed by Richter, Mc’all & 
COe, 61946] 

pamphlet (8 pe) illuse 28 cm 
(Bulletin no. 241) 


Printe 
Application author: Clyde Tompkins. 
4-12-46; 2 c 4-26-46; Chicago; KK 275le 


4 AFP 5931-46 





REYNOLDS Farm Institute, joint G. sBE 
Reynolds Metals Company. 7h ges 


for farm structures. KK,655l. 





Reynolds-Fitzgerald, inc. 

Special eastern representatives of 
daily newspapers. Ed. lO. Feb., 
19,6. {New York, 1916) 


© 2-14.63 20 2-17<l\63 AA 4765. 


afp 26Aprh7 





REYNOLDS-FITZGERALD, INC. ©. 
Special eastern weg nee of 
daily newspapers. Mar., ——— 
as ay ed. 107 p. © 19Marlo; 
77961 





Reynolds-Gallagher, Julia A. 


In the shade’ of an old shady tree; 
w&m J’ A. Gallagher-Reynolds. © - 
Julia A. Gallagher-Reynolds, Ashkun, 
Tll.; 2hMarli7; Eu8255. 





REYNOLDS MANUFACTURING COMPANY. © 
Anyway you figure it, the Reyco tan- 
dem is the most dependable and has 
the lowest operating cost. (In 
Power wagon, dune 195, pe 19) 
Appl. author: Ralph Aquilla Nelms. 
© 12Jun5; xK98083. 





REYNOLDS MANUPACTURING COMPANY ©. 
Don't drag the load. Float it with 
the Reyco suspension. There is 

nothing else in tandems ... 
(Automotive springs) Adv. from 
Commercial car  . 

Sept. 1952, p. 2k. Appl. author: 
Ralph Aquilla Nelms. i) 8Sep52; 


KK85656. 





REYNOLDS MANUFACTURING COMPANY. 
Equalizer bracket repair kits. 
({REYCO maintenance bulletin T-126) 
Sheet. Appl. author: Ralph 
Francis Looney. © Reynolds 
Manufacturing Co.3; 28Dec53; 
A1198)5. 





REYNOLDS MANUFACTURING COMPANY 

Installation and maintenance, 

series 17 tendem and single 

axle suspensions.s Bulletin 
T+115, July 15, 1953. Folder. 

Apple author: Ralph Prancis 
Looneye © Reynolds Manufactur- 

ing Coes 27Aug53; A103690. 





REYNOLDS MANUFACTURING COMPANY. © 
Now up to 25 °/o better braking, 
with Reyco brake drums. (In Bus 
transportation, May 195], pe 18) 
Appl. author: Ralph Aquilla Nelms. 
© 10May5i.; KK98082. 





REYNOLDS MANUFACTURING COMPANY ©. 
Reyco engineered brake drums are 
better from the start, best for the 
stop. Adv. from Southern motor 
cargo, Dec. 1952, De 37-6 Appl. 
author: Ralph Aquille Nelms. 
© 16Dec52; KK82518. 





REYNOLDS MANUPACTUHING COMPANY, 

The Reyco series 17 suspension. 
Springfield, Mo., c1953. 
Polder. illus. (Its. Bulletin 
7109, 5<15-53) Appl. authors: 

Ralph Francis Looney & James 
Robert Draper. © on new matter; 
Reynolds Manufacturing Co.; 


3Jun533; A94737. 


1 LOONEY, RALPH PRANCIS. 
2 DRAPER, JAMES as | 
3 TITLE. 

cc 





REYNOLDS MANUFACTURING COMPANY. 

The Reyso series 17 suspension 
for trucks, tractors, trailers. 
Bulletin T7119. §& p.. Appl. 
author: Ralph Prancis Looney. 
© Reynolds Wanufacturing Cos} 
15Dec53; A117885. 





REYNOLDS MANUFACTURING COMPANY. 

Reyco series 17 suspensions align- 
ment & adjustment. Springfield, 
Mo., c1952. Sheet. illus. (Its 
Bulletin no. f-98) cAppl. agthor: 
Ralph Prancis Looneyaz © Reynolds 
Manufacturing Co.3 150ct52; 
AA225599. 





REYNOLDS MANUFACTURING COMPANY ©. 
Reyco. When your trailer tandem bears 
this nameplate, your service parts 
cost is guaranteed not to exceed 
« Adv. from Power wagon, Mar. 


1953. Appl. author: Ralph Aquilla 
Nelms. © 12Mar53; EKBI6,2. 





REYNOLDS MANUFACTURING COMPANY. © 

Simplicity & foolproof stability. 
Only the Reyco suspension assures 
all of these advantages. (Tan 
dems) (In Transport topics, May 
10, 1954, pe 11) Appl. author: 
—— Aquilla Nelms. © 10May5i;3 
KK98081. 





REYNOLDS MANUPACTURING COMPANY. © 
Up to 25 o/o better braking. Ene 

gineered for full braking power. 
Reyco, the best brake drum for 
your operation. (In Bus trans- 
portation, July 195), p. 8) 
Appl. author: Ralph Aquilla Nelms. 
© 10Jul5h; KK98)36. 





REYNOLDS MANUFACTURING COMPANY. © 
Up to 25 °/o better braking with 

Reyco drums. No brake can be bet~ 
ter than the brake drum that backs 
it up. (In Power wagon, the motor 
truck journal, Auge 195, pe 29) 
Appl. author: Ralph Aquilla Nelms. 
© 10Aug54; KK99192. 


NO see UDe e 





REYNOLDS MANUFACTURING COMPANY. © 
Why Reyco? The Reyco tandem and 
single axle suspension ee. (In 
Transport topics, Auge 9, 195l, 
pe 8) Appl. author: Ralph 
Aquilla Nelms. © 9Aug5li; KK99332. 





Reynolds metallation reflective 
aluminum insulation. K* 1096. see 
Reynolds metals co., inc., claimante 





REYNOLDS METALS COMPANY, 

The A-B-C's of aluminum, Produced by 
Technical Editorial Service, 95 p, 
illus, © Reynolds Metals Co,, Louis- 
ville, Ky,; 13Jun50; AA155716, 


br/r 


Library of Congress 
Copyright Office 





REYNOLDS METALS COMPANY. 

The aluminum data book; Reynolds alumi- 
num alloys and mill products. [Edited 
and produced by G. W. Birdsall] Louis- 
ville, Ky., 1950. 194p. illus. ©on 
corrections & additions in text & illus.; 
Reynolds Metals Co.; 15Jan51 (in notice: 
1950); A52892. 


I. Birdsall, George William, ed. 


APR 8. ¥ 

sh/r 95 

Library of Congress / 
Copyright Office 





REYNOLDS METALS ComPaNy ©. 
Aluminum for farm structures. (Alu- 
minum building materials) 63 p. 
© Reynolds Parm Institute, Reynolds 

Metals Co. (in notice: Reynolds 
Metals Co.); 10Feb50; KK655l. 





REYNOLDS METALS COMPANY. 
Aluminum forming [by E. V. Sharpnack, 
Sr., chief forming engineer; edited and 
produced by G. W. Birdsall, director, 
Editorial Service] [Louisville, Ky., 
1952] 152 p. illus. © Reynolds 


Metals Co.; 27Aug52; A70466, 


I, Sharpnack, E, V., Sr. 
Il. Birdsall, G. W., "ed. 


Library of Congress 
Copyright Office 





REYNOLDS METALS COMPANY, 
Aluminum heat treating, 119 ps 
Appl, authors George William 
Birdsall. NM: revisions & 
additions. © Reynolds Metals 
COs 1FebSi3 A127871. 





REYNOLDS METALS COMPANY ©. 
Aluminum powders and pastes; the 
tale of the powdered pig. 
Louisville, Ky., c1951. 8 p., 
illus. © 90ct5ls; AA197758. 





REYNOLDS METALS cor PANY ©. 
Aluminum sheet and plate. 48 p., 
illus. © 20Mayk83; AASl6);7. 





REYNOLDS METALS comPany 
Aluminum structural designe 
Louisville, Kye, 02950s 129 Des 
illus. Q©Qon revisionay l0ct50g 


AALG Alle 





YNOLDS METALS PANY Qe 
Ali “e num ateuebtval design. Louls- 
P Ky e, Technical Pdi torial 
Service, Reynolds : Metals COs 


116 Pas, illus. © Lun) 19 § AA90385 





REYNOLDS METALS COMPANY. 
Aluminum structural design. [Edited and 
produced by G. W. Birdsall] Louisville, 


Ky., 1951 [i.e. 1952] 129p. illus. 
© on revisions; Reynolds Metals Co.; 
10Jan52 (in notice: 1951); A64055. 
MAR 26 195 
. Birdsall, George William, ed. 


md/r 


Library of Congress 
Copyright Office 





win 26 1952 
REYNOLDS METALS COMPANY. 

Aluminum structural design, [Edited and 
produced by G. W. Birdsall] Louisville, 
Ky., 1951. 129p. illus. © ene 
Metals Co.; 19Dec51; A63886. 


I, Birdsall, George William, ed. 


md/r 


Library of Congress 
Copyright Office 





REYNOLDS METALS COMPANY ©. 

Amazing Reynolds Wrap makes Dad a 
great outdoor cook! [From Good 
Housekeeping, July 1950] igen 
products) Sheet. © 23Jun50 
KK51289. 





REYNOLDS METALS company ©. 
“Amazing Reynolds wrap, the pure alu- 
minum foil. Sheet. © 15May50; 
KR9927.6 





REYNOLDS METALS COMPANY. © 
Car top luggage carrier, (Reynolds - 
dowiteyourself, plan nos 109) 
(Aluminum) Apples aathor: John Hy» 
Foxs © 8JulSis; KK9895. 





REYNOLDS METALS COMPANY. © 
Charcoal Briquets and quick-action 
starter for Reynolds Wrap Grill. 
Label. Appl. author: William D. 


Christman. © lApr5i; KK9512. 





REYNOLDS METALS COMPANYs © 
Charcoal, starter for Reynolds Wrap 
Grille (Fuel) Labels Apple aue 
thor; William Ds, Christmans 
© 22MarSh3; KKISU13~6 





REYNOLDS METALS COMPANY. © 
Designed in Reynolds aluminum. La- 
bel. Appl. author: Robert J. Do- 
herty, Jr. © 26iar5; KK98906. 





COMPANY ©. 


3 44 
clumimm extrus 





REYNOLDS METALS COMPANY ©. 

Designing with aluminum wag Or 
Louisville, Ky«,; ©1950. 137 Pes 
illus. © on revisions; usAug5O} 
AA159612. 


SEP 14 1950 





REYNOLDS METALS COMPANY @. 
Dowiteyourself aluminum. $.69. Lae 
vels Appl. author: Alvin C. Kinte 
ners © 150ct533 KK91893. 





REYNOLDS SETALS COMPANY Cy 
Pinfshes— 3 aluminte Loulaville, 
Ps? clU9. 12h Dae illuss 
© 26a 93 AAU1778 


FEB 23 1950 





pT > IA WIV 
ia bei Ji Leek Le 


168 Lor a@luninum. Lal, Pes illus. 
~ ieynolds } F's et tals COe, LnGe, 
Louisville, Kysj 22Jun50; AAl155235. 





Reynolds metals company. 

Finishes for aluminum (Section one). 
Louisville, Ky..(1946) 

108 p. illus. 23cm. 


"“Gopyright 1947." 

Pub. stow; 2c 16Junl:73 
© Reynolds metals co., Louisville, Ky.3 
AA55625. 


afp 5Augh7 





Reynolds metals company. 
Finishes for aluminum (Section two). | 
Louisville, Ky., 0196. 
{111} p. 230m. 
© Reynolds metals co., Louisville, 
Ky.3 15Dech6; 2c 1é6Junl7; AA55626. 


afp 54ugh7 





Reynolds metals co., inc., claimant. 

For fine modern homes Reynolds 
lifetime aluminum clapboard siding. 
(Aluminum clapboard siding) [Cincinnati, 
Printed by Henn{i! gan] c196. 

folder, illus. Bom. (AeI.Ae 


file no. 12-C) 
Print. 
Appl. author: Buchanan & co., inc. 
© author, Louisville, Ky.; 11Dec6; 
2c 29Jank7; KK 1095. 


¢ pam -l-17 





REYNOLDS METALS cOMPANY ©. 

Por one-coat, low-cost, long-life 
roof protection buy asphalt~-alu- 
minum paint or coating identified 
by this warranty. (Aluminum build- 
ing materials) Sheet. © 22May50; 
KK507),6. 


wit ae 





Reynolds metals company. 

Heat treating aluminum alloys. 
Louisville, Ky., c19l6. 
. 14h De illus. 230m. 


© Reynolds metals co., Louisville, 
Kye3 lNowk6s; 2c 16Junk7; AA5562). 


afp 5Augh7 





REYNOLDS METALS COMPANY ©, 

Heat treating alumi nun “alloys 
Loutaviie, MYes Technical Edi tore 
ial Serv: Epes Reynolds Metals Coe, 
198, Uh pe,» tlluse © on 
revisione; lFebli9 (in notice: 


19h8)3 AAIN9036. 





REYNOLDS METALS COMPANY, 

How to build a Reynolds dairy 
unit. using Reynolds lifetime 
aluminum roofing & sidings 
Polder, Appl, author: A. C, 
Kintner. © Reynolds Metals 





REYNOLDS METALS COMPANY, 

Flow to build a Reynolds 0' x 60! 
pole cattle shed using Reynolds 
Lifetime aluminum roofing & 
siding. Folder, Appl. author: 
Alvin ©. Kintner, © Reynolds 
Metals Co.3 31Dec53; Alk)327. 





REYNOLDS ‘METALS COMPANY. 

How to build a Reynolds 0* x 60! 
pole utility building using 
Reynolds Lifetime aluminum 
roofing & siding. Folder, Appl. 
pc Pym Bg egg « * oy 

Reynolds Meta Oe prdi3 
A1l,200h 





REYNOLDS METALS COMPANY. 
How to build a Reynolds pole barn. 
Polder. Appl. author; Alvin CG. 
Kintner. tote Metals Co.; 


15Jan533; A1071 





REYNOLDS METALS COMPANY. 

How to build a Reynolds pole broiler 
house. Polder. Appl. authors: 
Alvin C. Kintner. © Reynolds 
Metals Co.; 1May53; A107163. 





REYNOLDS METALS COMPANY. 

How to build a Reynolds pole cattle 
shed. Folder. Appl. author; 
Alvin C. Kintner. © Reynolds 
Metals Co.3 1Mar53; al07160. 





REYNOLDS METALS COMPANY. 

' How to build a Reynolds pole laying 
house. Folder. Appl. authors: 
Alvin C. Kintner. © Reynolds 
Metals Co.; lApr53; A107162. 





REYNOLDS METALS COMPANY. 

How to build a Reynolds pole 
lean-to. Folder. Appl. authors 
Alvin C. Kintner. © Reynolds . 
Metals Coes 25Mar5h;3 A1 36680. 





REYNOLDS METALS COMPANY. 

How to build a Reynolds pole 
machinery center. Folder. 
Appl. author: Alvin Cc. Kintner. 
© Reynolds Metals Co.3 lapr53; 
A107161. 





REYNOLDS METALS COMPANY, 

How to build a Reynolds portable 
cattle shelter using Reynolds 
Lifetime aluminum roofings 
Polder, Appl, author: Alvin C. 
Kintner. © Reynolds Metals Coss 
@rug53; A11392/,. 


> @ 





REYNOLDS METALS COMPANY. 

How to build a Reynolds portable 
hog or sheep shelter, using 
Reynolds Lifetime aluminum 
roofingse Apple authors; Alvin 
Ce Kintnere © Reynolds Metals 
Goss 1Sep533; Al12069. 





REYNOLDS METALS COMPANY. 

How to build a Reynolds portable 
range shelter. Folder. Appl. 
author: Alvin C. Kintner. 
© Reynolds Metals Co.s; 15Jan53; 
A107159. 





REYNOLDS METALS COMPANY. 
How to build a Reynolds sectional 
hepen farrowing houses 
Reynolds lifet 
ings Folder, Appl, authors 
Alvin Cy Kintner, © Re po tcee es 
Metals Cos} 1SDecS33 A 31366 





REYNOLDS METALS COMPANY, 

How to build a shaded portable 
self-feeder for pigs, sheep, or 
calves using Reynolds Lifetime 
aluminum roofing. Folder, 
Appl. author: Alvin CG, Kintner. 
© Reynolds Metals Co.; lAprSh; 
A142005. 





REYNOLDS METALS COMPANY. 

It's easy to make things with 
Reynolds do-it-yourself alumi- 
num, Folder. Appl. author: 
Alvin C. Kintner. Appl. title; 
Reynolds do-it-yourself alumi- 
num. © Reynolds Metals Co.; 
22Feb53 A131507. 





REYNOLDS METALS COMPANY. © 
It's easy to make things with Rey- 
nolds DoeIt-Yourself aluminum, 
Polder. Appl, authors: Henry Me 
McClaskey, Jre & John De Vaun. 
© 2lMay543 KK99218. 





REYNOLDS METALS COMPANY ©. 

Lo and behold! She's a champion 
chef with amazing Reynolds wrap 
{the pure aluminum foil) [From 
Better homes and gardens magazine, 
Dece 1950, pe 87] Sheet. 
© 15Nov50; KK61665. 


}) may 23 1951 





REYNOLDS NETALS company ©. 

Look for this warranty on asphalt- 
aluminum paint or coating. (Alu- 
minum products) Sheet. {© 13Jun50; 
KK512,0. 





Reynolds metals company. 
Machining aluminum alloys. 
Louisville, Ky., cl9)6. 
pe illus. 23cm. 


© Reynolds metals co., Louisville, 
Ky. 15Sepl6; 2c 16dunl;7; AA55623. 


efp 5Augh?7 





REYNOLDS METALS COMPANY. 

Machining aluminum alloyse Louisville, 
Kye, 19526 12k pe iAlluse cAppl- 
author: George William Birdsalla 
© on revisions; Reynolds Metals Coe; 
23Jun523; AA216668, 





NOLDS METALS COMPANY Os 

nant nine aluminum e@lloyea,. Louis« 
ville, “ys, Technical Editorial 
6 taht Reynolds Metals Co. 

12h pe, illuse ©on revisions; 
10cth9 3 AA19037 6 





REYNOLDS METALS COMPANY ©, 
Mechanical fastening methods for 
@luminume Louisville, Kye, cl195l- 
136 >; ilivse © 23Feb51;5 
AALIUZ016 





REYNOLDS METALS COMPANY C. 
ware Willtary parts using less 
alist nwnes i Litery parts brochure ] 


Polder. © 15May5l; KK61959. 





KK12091 





Reynolds metals co., inc., claimant. 
The most modern roofing material in 
its most beautiful and efficient form. 
(Aluminum shingles) 
by Hennigan] ¢19))6. 
folder, illus. 28cm. 


{Cincinnati, Printed 


(A.I.A. file 


no. 12-C) 


Print. 
Appl. author: Buchanan & co., inc. 


© Reynolds metals co., inc., Louis- 
ville; 6Decl6; 2c 2hAprl;7; KK12091. 


lMayh7 rs 


REYNOLDS METALS company ©. 
The most sensational cooking devel- 
opment in years, captive heat. 
Nore utensils) Clipping. 
© 5mayhb; 


KK350576. 





REYNOLDS METALS COMPANY. © 
New kind of aluminum turns amateurs 
into experts. Doiteyourself alu« 
minum, (In Life, Nove 23, 1953, 
De 1306151) Appl. author: Price, 
Robinson & Frank, ince © 20Nov533 
KK96370.« 





Reynolds metals co., inc., claimant. 
Now..the fire-proof, rust-proof 
roofing that needs no painting..in 
interlocking sheets! (Aluminum roofing) 
(Cincinnati, Printed by Hennigan] c196. 


folder, illus. 28em. (AIA. file 
no. 12-C) 


Print. 


Appl. author: Buchanan & co., inc. 
© author, Louisville, Ky.; 43Jan\7; 


KK 1097. 
@ pam 4-h-l7 





REYNOLDS METALS COMPANY. 
La Quinte Alumina Plant. 
© Cs Pe Braun & Coes 20Sep5l; 
A1559626 





REYNOLDS METALS COMPANY ©, 

Reynolds aliminum alloys and mill 
products data book, Louisville, 
Kys, Technioal Editorial Service, 
Reynolds Metals Cog 162 pe, 
illus. @ on revisions; ldunh9; 
AA1)9039 « 





REYNOLDS METALS COMPANY. © 
Reynolds Do»elt«Yourself Piesskweeks 
Building your aluminum mail box. 
Plan no. 107 « Folder. Appl. au» 
thor: John He. Foxe © 17May5l; 
KK97181. 





REYNOLDS METALS COMPANY. © 
Reynolds Do»It-Yourself aluminum, 
Circus wagon toy cart. Plan no. 
108. Folder. Appl. author: John 
He Foxe © 11May5i3 KK97180. 





REYNOLDS METALS COMPANYs © 
Reynolds Do-It-Yourself aluminums 
Fireplace set. Plan no. 101. 
Folders Appl. author: John He 


Foxe © 9Apr5l3 KK970L;7 « 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminun. 
Floor lamp. Plan no. 123. Fold- 
er. Appl. author: John H. Fox. 
© 15Nov543 KK102195. 





REYNOLDS METALS COMPANY. © 
Reynolds DoeIt-Yourself aluminum. 
Folding game table. Plan no. 110. 
Folder. Appl. author: John He 
Foxe © 2Jul5)3 KK98263. 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminum. 
Jingl' hoss and jingl' barro',. 
Plan no. 119. Folder. Appl. aue 
thor: John H. Fox. © 22Nov5h3 
KK102196. 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminum. 
Period lamp. Plan no. 126. Pold-= 
er. Appl. author: John H. Fox. 
© 15Nov5; KK10219). 


title made. 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminum. 
Picnic hamper. Plan no. lll. 
Polder. Apple author: John He 
Foxe © 2Jul5\3; KK9826). 





REYNOLDS METALS COMPANY. © 
Reynolds Do»It-Yourself aluminum. 
Room divider, or shelf and cabinet 
cas@és Plan no. 115. Folders 
Appl. author: John He Fox. 
© 15dul5h3 KK98601. 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminum. 
Sand box and cover, plus oil drip 
pane Plan no. 112. Folder. 
Appl. author: John He Foxe. 


© 25dun53 KK98265. 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminum. 
Screening-in a porch or breeze=- 
way, Plus details for making 
storm sash. Plan no. 117. Fold- 
ere Appl. author: John H. Fox. 
© 51Aug54; KK1007)4. 





REYNOLDS METALS COMPANY. © 
Reynolds Do-It-Yourself aluminums 
Serving carte Plan nos. li. 
Folder. Appl. author: John He 
Foxe © 2Jul5)3 KK98266. 





REYNOLDS METALS COMPANY. © 
Reynolds Doelt+Yourself aluminums 
Sportsman's cane seat. Plan no. 
104, Folder. Appl. author: 
John He Foxe © 12Apr5i3 KK970)8. 





REYNOLDS METALS COMPANY, © 
Reynolds Do+It+Yourself aluminum, 
Study desk contemporary designs 
Plan now 1136 Folder. Apple 
author: John H. Fox. © 19Apr5l3 


KK97050.6 





REYNOLDS METALS COMPANYs © 
Reynolds Do-It-Yourself aluminum. 
Table lamps Plan no. 116. Folde 
ers Appl. author: John He Foxe. 
a KK9U602. 


© 153ul 





REYNOLDS METALS COMPANYs © 
Reynolds Do-It-Yourself aluminume 
0 home improvement projects. 
Plan noe 102. Folders Apple 
author: John He Foxe © 9Apr5i3 
KK970L9« 





REYNOLDS METALS COMPANY. 

Reynolds Lifetime aluminum acous= 
tical system. Louisville, Ky., 
c1952. Folder. illus. (Its 
A. I. Ae file no. 39-B) cAppl. 
author: A. C. Kintnera © Reynolds 
Metals Co.; 15May52; AA2260)2. 





Reynolds metals co., inc., claimant. 
Reynolds metallation reflective 
aluminum insulation. (Reynolds metals 
insulation) {New York, Printed by 

Ljnd brothers] ¢197. 

folder, illus. 28cm. 

Print. ; 

Appl. author: Buchanan & co., inc. 
29Jeank7; KK 1096. 


pam j-l=1)7 





REYNOLDS METALS CO. ©, Richmond. 


Reynolds wrap. 15 pe, illus. 
© laugh73 Rasaliore r 





REYNOLDS METALS COMPANY. © 
Reynolds Wrap pure aluminum foil. 
200 interfolded sheets. Label. 
Appl. author: William D. Christ- 





REYNOLDS METALS COMPANY. © 
Reynolds Wrap sportsman grill, radi- 
ant heat charcoal broiler. Label. 
Appl. author: William D. Christ- 


man. © 26Apr5i.3 KK9Si Ih. 





REYNOLDS METALS company ©. 
Sensational food wrap that you bake 
and cook in too {Aluminum prod- 
ucts) Sheet. © 15Jan50 (in notice: 


1949)3 KK50442. 





Reynolds metals co., inc., claimant. 

The superior corrugated roofing and 
siding, for homes, farms, industfial 
and commercial structures. (Aluminum 
corrugated roofing & siding) [Cincinnati, 
Printed by Hennigan] c196. 


folder, illus. 28cm. (A.I.A. file 
no. 12-C) 

Print. 

Appl. author: Buchanan & co., inc. 

© author, Louisville, Ky.; 43Janh7; 


KK 10948, 


© pam 4--1,7 





Reynolds metals co., inc., claimant. 
The superior 5-V crimp roofing and 
‘siding for homes, farms, industrial and 


a 
commercial structures. (Aluminum 5-V 
crimp roofing and siding (Cincinnati, 
Printed by enn gartl 196. 
folder, illus. 28cm. (A.I.A. 


file no. 12-C) 
Print. 
Appl. author: Buchanan & co., inc. 
© Reynolds metals co., inc., bLouis- 


ville; 12Dech6; 2c 2hApri'7; KK12090. 


ite liMayl.7 rs 





Reynolds metals company, claimant, To mane 
,facturers of prefabricated houses§ AA44601, 
see Reynolds metals company, ines Insulation 
‘division, 


elg 4025~47 





REYNOLDS METALS COMPANY ©. 
Warranty; this asphalt aluminum con- 
tains .s«. (Aluminum building ma- 
terials) Sheet. © 20Apr50; 


KK48729 





REYNOLDS METALS COMPANY. 

Welding aluminum; welding, brazing, 
soldering. 185 Pe Appl. 
author: George We Birdsall. 
Appl. states preve rege in 196. 
© on revisions and additions; 
Reynolds Metals Co.; 28May5 3; 
A101203.: 





Reynolds metals 
J 


cO., Claimant. 
Welding eluminum and aluminum alloys. 
Ky., Reynolds metals co., 


4isville, 


booklet (S7 ps) aibus.: 22 t/Zawe 
Spiral metal binding. 


Seo author: Technical editorial 
ff of the Heynolds metals co. 


“©. 6= SB Gs 2 ¢ 7-21-l.6; Louisville, 
Ky.3 AA 23337. 





REYNOLDS METALS COMPANY, 
When you travel. 30 pe Apple 
authors: Donald 5, Fugate & 
James R, Pounders. © Reynolds 

Metals Coss lAugShs A150629. 





igs rae metals company, inc. Insula- 
tion ; 2S vis Tone 
To gon oy ee of prefabricated 
houses! {Richmond, 154.6] 
sheet. illus. 25cm. 


© Reynolds metals co., Richmond; 


19Dech; 63 2c 7Pebl7; AAKL5SO1. 


afp 1lAprh7 





REYNOLDS-NEWBERRY, SEE 
Message from management. 





REYN OLDS Paper Products Co. 
SEE Narvard University. Creduate 
School of Business Administra- 
tion. Harvard business school 
eases. AA64:03. 





Reynold's pen. 
tfze Meszaros, Joseph. 





D unp. 3500 
Reynolds permaster quiz. Program noe 12. 
See 


Storey, H Carlton 


& el 6-25-46 





REYNOLDS PUBLISHING COMPANY. 
Life is eternale 1 vse illus. 
Apple authors: Don F. Paschal 
and Ambrose Trippon. © on 
art work; The Reynolds Pub. 
Coss; IMayS33; A961),3. 





REYNOLDS RIFF. 1 reel. ‘ 
(Soundies no. 1046-7-363) 
Produced and directed by William Forest Crouch. 


¢ 11-25-46; 2c 11-25-46, continuity; Soundies 
distributing corporation of America, inc., 
author and claimant, Chicago; M 1536. 


@ e og 12-6-46. 





REYNOLDS WIRE DIVISION, NATIONAL- 
STANDARD COMPANY. SEE National-~ 
Standard Company. Reynolds Wire 
Division. 





REYNOLDS wrap. Aa62),87. SEE 
Reynolds Metals Co. 





REYNOLDS WRAP PURE ALUMINUM FOIL. SEE 
Reynolds Metals Companye 





REYNOLDS WRAP SPORTSMAN GRILL, RADIANT 
HEAT CHARCOAL BROILER. SEE Reynolds 
Metals Companye 





REYNOLDSBURG, 0. 
Reynoldsburg, Franklin county, Ohio 
April 1946. [Insurance maps, 2 sheets 


© 12Sepl6; Sanborn map co., Pelham, 
Ne Yo3 F 979. 





Reynoldson, Alvin Grant. 


I'VE ALWAYS COMBé4D MY HAIR ©w &m 
Alvin Grant Reynoldson 18Jun)8 
£U136101 


Library of Congress @ 


Copyright Office 





REYNOLDSVILLE, JEFFERSON COUNTY, PA. 
SEE Sanborn Map Company. 





Reysher Yidn, zikhronot fun Reishe biz New York. 


LEDER, HERMAN, 

Reysher Yidn, zikhronot fun Reishe biz 
New York. [Text in Yiddish; title trans- 
literated. Addedt. p.: Reisher Yidden; 
memoirs from Reishe to New York] 
Washington, 1953. 297p. © Herman 
Leder; 11Jun53; A95267. 


I.. Title. 
Il. Title: Reisher Yidden. 


Library of Congress © 


Copyright Office 





Reywall, John, pseud. 
The trial of Alvin Boaker. New York, Random House 
11948, 


283 p. 20cm. 


© Random House, inc.; 27Janl8; 
A212))3. 


1. Title. 


PZ3.R3411Tr @ 


Library of Congress 5) 





M1356 REZ, LOUIS, 1907- 

; = Estrellas; tango, musique de L. Rez & 
R. L'Host. [Piano-conductor score 
(orchestra) and parts] © Editions F. 
Grare, Paris; 25Feb50; EF0-2519. 


I. L'Host, Raymond, 1914- Il. Title. 


Library of Congress - 
Copyright Office 





M1356 REZ, LOUIS, 1907- 

-R Redis le moi; tango chanté, paroles [by] 
Robert H. Raynaud. musique [by] Louis 
Rez. [Parts: orchestra; with words] 
© Editions F. Grare, Paris; 7Feb50; 


EFO-2521. 


. Title. [II. Raynaud, Robert H., 1912- 


Library of Congress @ 
’ Copyright Office 





REZ. KK62921. SEE Monsanto Chemical 
Company e 





M2132 REZA, HONORATO, 1912- , comp. | 

S5R4 Joyas favoritas; una coleccién evangélica 
de cantos especiales, comp. por Honorato 
Reza y Roberto Stringfield, Haldor 
Lillenas, editor musical. Kansas City, 
Mo., Lillenas Pub. Co. © Nazarene Pub. 
House; 20Aug49; EP39426. Principally 
close sccre: SATB. 


I. Stringfield, Robert W.,1910- joint comp. 
II. Lillenas, Haldor, 1885- ed. 
Ill. Title. 


Library of Congress xM2198 
Copyright Office : 





M2132 REZA, HONORATO, 1912- comp. 

-S5R4 Joyas favoritas; una coleccién evangélica 
de cantos especiales, compilados por 
Honorato Reza y Roberto Stringfield, 
Haldor Lillenas, editor musical. Kansas 
City, Mo., Lillenas Pub. Co. Partial . 
contents separately registered: EP43985, 


Er. Title. 


xM2198 
Library of Congress 1/2 
Copyright Office a apr - 6 1950- / 





Reza, Honorato, 1912- 


PONSFORD, ADELINE. 

La oracién del encendedor. The lamp- 
lighter's-prayer. [By] Adeline Ponsford, 
versi6én castellana de H. Reza. [Hymn, 
with music; Spanish words] © Nazarene 
Pub. House, Kansas City, Mo.; 1Jun50; 


EP47003. 


I. Title. Il. Title: The lamplighter's 
prayer. [II]. Reza, Honorato, 1912- 


art. 60 
Library of Congress & yu ate 
Copyright Office 





Reza, Honorato, 1912- 


ROLLINGS, E J 

(Standing somewhere in the shadows) En 
medio de las luchas. Standing somewhere 
in the shadows. [By] E. J. Rollings, trad. 
H. Reza. (In Reza, Honorato, comp. 
Joyas favoritas. no.4) [Close score: 
SATB; Spanish words] © on translation; 
Haldor Lillenas; 1Jul49; EP43985. Appl. 
states prev. reg. as Standing somewhere 
in the shadows, 29Jan43, EP111232. 


L. Title. I. Title; standin fo théewfale in 


F the shadows. [IIIl. Reza 
Lib FC , 
‘Copyright Office Honorato, 1912- ]2 /2 





REZA, HOWORATO T. 
Aventuras con Jess. Cuaderno del 
alumno y Manual del maestro. SEE 
Latham, Mary E. 





REZA, HONORATO T. 

Aventuras con Jess. Escuela 
Biblica vacacional intermedios. 
Cuaderno del alummo y Manual 
del maestro. SEE Latham, 

Mary Es 





REZA, HONORATO T. 
Horas felices con Jestis, Cuaderno 
del alumo y Manual del maestro. 
SEE Latham, Joye 





REZA, HONORATO T. 
Ven, sfigueme. Cuaderno del alumo 
y Manual del maestro, SEE 
Marquart, Boneita P,. 





REZA, HONORATO T. 

Ven, sigueme. Escuela Biblica 
vacacional primarios. Cuaderno 
del alumno y Manual del maestro. 
SEE Marquart, Boneite P. 





REZA, HONORATO T., tr. 

Viviendo como amigos de Jests. 
Cuaderno del alumno y Manual del 
maestro, SEE Peck, Kathryn 
Blackburn. 





REZEAU, MARY. 

Crane made of mssel shells. Compo- 
sition. H. 6 ine © Mary Rezeau, 
San Luis Obispo, Calif.; 10ct51; 
GP2716. 





REZEAU, many ©. 
Duek; made of muscle shells and one 
limpet. Mirrored plaque. Le 6 ins 
© Mary Sa anes San Luis Obispo, 





REZEAU, MARY ©. 
Ladies* bonnet made of two pismo 
clam shells. [Ash tray] Design. 
© 260ctl8; GP10723. 





REZEAU, MARY ©. 

Ladies' hat. Col. miniature hat of 
limpet and oyster shell. W. 4 in. 
© Mery Rezeau, San Luis Obispo, 
Calif.; lAprl9; GPl12221. 





REZEAU, MARY ©. 
Ladies' hat made of one limpet and 
one sand clam shell. Col. shell 


brooch. © 9Mayl9; GP12735- 





REZEAU, MARY ©. 
Ladies! hat made of one pismo clam 
shell and one limpet shell. Col. 
shell brooch. © 9Mayl9; GP12757. 





REZEAU, MARY ©. 

Ladies! hat made of one pismo clam 
shell and one sand clam shell. Col. 
shell wall ornament. © 9Mayl9; 
GP12736. 





REZEAU, MARY ©. 
Ladies’ hat made of 2 sand clam 
shells. Col. 7382. wall ornament. 


© 9May9; Gpi2738. 





REZEAU, MARY ©. 
Parrot made of 2 mud enatis, one 
Shell wall plaque. H. 
© Mary Rezeau, San Luis 
Obispo, Calif.; lapri93 GP12222. 





REZEAU, MARY ©. 
Skunk made of three muscle shelis, 
one snail. {A large and small one 
mounted on mirror} Model. 
© léMerl9; GP12003. 





M1731 REZEAU, MAURICE, 1922- 
Le bonheur s lachete.. 3; paroles et musique 
de Maurice Rezeau, "© Editions Joubert, 
Paris; 13Apr54; EF0-28501, 


A. ‘Title; 


art. 


Library of Congress & 





M1731 REZEAU, MAURICE, 1922- 
Les jours, follement, passent; paroles et 
musique de Maurice Rezeau. © Editions 
Joubert, Paris; 16Feb54; EF0-26798, 


I, Title. 


art, 


Library of Congress eS 





M1731 REZEAU, MAURICE, 1922- 

2 Pas moi! Paroles et musique de Maurice 

oR Rezeau, © Editions Joubert, Paris; 
16Feb54; EF0-26799, 


I, Title. 


Library of Congress @ 





REZEK, FRANCIS IVAN- 
A course in mechanical drawing, 
Practical arts IIIxe AA2091lll. 
SEE Nebraska. Universitys 
Teachers College. 





Rézende, Nilson. 


NATCHEZ IN BLOOM © m Nilson Rezende 
26Jan49 EU154473 


Library of Congress @ 


Copyright Office V 





REZENDES, ALFRED. SEE 
Rezendes, Joe Alfred, 191)- 


£U203701 





Rezendes, Joe Alfred. 


BLUE KISSES; w, m & © Joe Alfred 
Rezendes 15May50 EU203701 


Library of Congress &@ JUN 1 2 1950 
Copyright Office 





REZENTA; w, m & © Ernest H. Hatzigoga 
& Carl Tela 18Aug52 EU284735 


Library of Congress @ 
Copyright Office 





REZENTA; m George Mirros © Leeds Music 
Corp. 16Feb53 EU308125 


Library of Congress 
Copyright Office 





Regentes, Helen Kahaunani. 


KA NANI O KEAUKAHA; w Christine Kuulie 
Awo m Helen Kahaunani Rezentes 
© Christine Kuulie Awo & Helen 
Kahaunani Rezentes 6Apr50 EU205308 


Library of Congress © 
Copyright Office 





Rezeptbuch des Alltags. 


ROMPP, HERMANN. 

Rezeptbuch des Alltags; tiber 2000 erprobte 
Rezepte und Ratschlage aus allen Gebieten 
des tAglichen Lebens, Stuttgart [1949, 
c1937] 318 p. © on revisions & addi- 
tions; Franckh'sche Verlagshandlung, 


W. Keller & Co.; 1Nov40 (in notice: 1937); 
AFi2901. 


I, Franckh'sche Verlagshandlung, W. Keller 
und Companie. 


Library of Congress 
Copyright Office 





Rezeptleed. 
STEINGASS, TONI HEINRICH, 1921- 

Rezeptleed; Dat méht mir ens d'r Dokter 
verschrieve, Marschlied, Text & Musik: 
Toni Steingass, Bearb.; Heinrich Frantzen, 
© Toni Steingass (in notice: Toni Stein- 
gass-Verlag) K6ln-Nippes, Ger.; 15Jun51; 
EF 0-883 7, 


I. Title. Il. Title: Dat méht mir ens d'r 
Dokter verschrieve. [lIl. Frantzen, Hein- 
rich] 


Library of Congress 
Copyright Office 
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REZEPTSCHLUSSEL. AF0-10329. SEE 


Vaternahn, Theodor. 





Rezer, Wilma Josephine 

I can't be just a friend of yours; 
w&mwW. J. Rezer, arr Mildred 
Waddington & Earl Jackson Frick. 
© Wilma Josephine Rezer, Doyles- 
town, Pa.e; 20Jun\7; EU80983. 





Rezer, Wilma Josephine. 


I want you to want me; w&m We 
Je Rezer, arr Earl Jackson Fricke 


© Wilma Josephine Rezer, Doyles- 
EU 


town, Pa.; 20Junk7; 098. 





Rezer, Wilma Josephine 
Tell me; w & m W. 


J. Rezere © 
Wilma Josephine Rezer, Doyles- 


town, Pa.e; 20Jun7; Bu80982. 





Rezer, Wilma Josephine. 

A WOMAN'S 4A MYSTERY arr Welter 
Hermen Eckard, ©w & m Wilma 
Josephine [Rezcr 1Nov7 EU103130 


Library of Congress Ge 
Copyright Office 





REZMOWA Z OKRETEN. 
SEE Laks, Szymon. Echos de Pologne. 





REZNAK, JOSEP IGNATZ. 

The circle of the Jewish fate. 
cDisk carved with religious 
symbolsa Woodwork. © Josef 
Ignatz Reznak; 20Jan53 GU22713. 





REZNAK, JOSEP IGNATZ. vs 
seamenc 'sa peace whit the mere 


maid. cSailing vessels; 2 mermaids 


at bottoma Woodwork, © Josef 
Ignatz Reznak; 20Jan54; GU22712, 





Reznicek, E. N. v. 


KOL NIDREY; from Holofernes, for 
violin or violoncello & piano by 
E. N. v. Reznicek. ©.11Nov26; 
E657753. Felicitas v. Reznicek & 
Eugen v. Reznicek (C); 20Sep54; 
R136102. 


Library of Congress @ 
Copyright Office 





Reznicek, E. N. von. 

QUARTETT; m E. N. von Reznicek; 2 vio- 
linen, bratsche u. violoncell, in. 
Cis moll. Partitur. © 3Junel, 
E545341. R45956, 7Apr49, Felicitas 
von Reznicek (C) 


Library of Congress 
Copyright Office 





Reznicek, E, >_N, 
Symphonie D-dur. 
See 


Symphonie D-dur. 





Reznicek, E. N. von. 


THEMA UND VARIATIONEN; nach dem gedicht 
Tragische geschichte, Adalbert von 
Chamisso, m E, N. von Reznicek; grosse 
orch. ue. bass oder bar. solo. Parti-’ 
tur. © 30Nov21, £592984. R45982, : 
7Apru9, Felicitas von Reznicek (c}: 


Library of Congress @ 
Copyright Office 





Reznicek, E. N. von. 
TRAUMSPIEL-SUITE; sechs stuecke nach 
dem gleichnamigen schauspiel von A. 
Strindberg, m E. N. von Reznicek; 
orch, partitur. © 15Aug21, E545307. 
potas 7TApr49, Felicitas von Rezni- 


cek (C 


Library of Congress @ 
Copyright Office 





Reznicek, Emil N. von. 
SYMPHONIE IN F MOLL; v. Emil N. von 
Reznicek; partitur. © 19Jull9; 
#45330 R15501; 6Marh7; Feélicitas 


won Reénitek (C), Berlin: 





Reznicek, Emil N. von. 


VATER UNSER; choral-fantasie, v. Emil 
N. von Reznicek; gemischten chor 
mit orgel, partitur. © 24Junl9; 
E55331. R15502; 6Marl7; Felicitas 
von Reznicek (C), Berlin. 





REZNICEK, EMIL NIKOLAUS JOSEPH, Freiherr von. 
Holofernes, oper in zwei Akten, frei nach 
Hebbel, von E. Ne Vv. Regnicek. Klavier- 
auszug mit Text. (Universal edition nr. 
7472) © 18Feb2),, 0° wae R88221, 29Dec51, 
Felicitas Regnicek (C 





Rezgnicek, Emil Nikolaus von. 


SCHELMISCHE ABWEHR; w Karl Henckel, 
m Emil Nikolaus von Reznicek; 
mittlere Singstimme. © 31Mar22, 
EF15011. R58832, 7Feb50, Felicitas 
von Reznicek (C) 


MAR 2 4 1950 
Library of Congress @ 
Copyright Office 





Reznicek, Emil Nikol von. 


TRAUERMARSCH; satz aus der Symphonie 
in F moll von Emil Nikol von 
Reznicek, bearb. Paul Klengel; 
Klavier, © 31Mar22, E593014. 
R56268, 23Dec49, Associated Music 
Publishers, inc. (PWH of P. Klengel) 
& Felicitas von Reznicek (C) 


FEB 3 1950 
Library of Congress 
Copyright Office 





Mi621 REZNICEK, EMIL NIKOLAUS VON, 1860- 
-R 1945, 
Schelmische Abwehr; Lied fiir eine mittlere 
Singstimme und Klavier von E, N., v. 
Reznicek, [Words by] Karl Henckel. 
(Universal-Edition, Nr. 5959) © Univer- 
sal-Edition, Wien; 31Mar22; EF15011. 


I, Title. [II. Henckel, Karl, 1864-1929] 


Library of Congress M A 
Copyright Office @ R= 8 1950 








Reznicek, Emini N 
Ritter Blaubart. 
See 


Ritter Blaubart. 


Reznicek, Eugen V. 


KOL NIDREY; from Holofernes, for 
violin or violoncello & piano by 
E. N. v. Reznicek. ©.11Nov26; 
E657753. Felicitas v. Reznicek & 
Eugen v. Reznicek (C); 20Sep54; 
R136102. 


Library of Congress @ 


Copyright Office 





Reznicek, Felicitas v. 


KOL NIDREY; from Holofernes, for 
violin or violoncello.& piano by 
E. N. v. Reznicek,. ©.11Nov26; 
E657753. Felicitas v. Reznicek & 
Eugen v. Reznicek (C); 20Sep54; 
R136102. 


Library of Congress @ 
Copyright Office 





Reznicek, Felicitas von. 
Ritter Blaubart. 


See 


Ritter Blaubart. 


R 





Reznicek, Felicitas von. 
Symphonie D-dur. 


See 


Symphonie D-dur. 





Reznicek, Felicitas von. 

SYMPHONIE IN F MOLL;.v. Emil Ni von 
Reznicek; partitur. © 19Jul19} 
£55430, R15501; 6Marl7; Felicitas 


von Rezgnicek (C), Berlin. 





Reznicek, Felicitas von. 

VATER UNSER; choral+fantasie, v. Emil 
N. von Reznicek; gemischten chor 
mit orgel, partitur. © 24Junl9; 
E55331. R15502; 6Marl7; Felicitas 
von Reznicek (C), Berlin. 





Reznick, Hyman, 190)- 


M1851 IMBER, NAPHTALI HERZ, d.1909. 

Hatikvah, The hope, Words and music by 
N. H. Imber, English translation by Ben 
Aronin, [revision and editing of text and 
music b ere Resnick, arr, by M, Sin- 
zheimer Board of Jewish Education, 
Chicago; 10Feb49; on translation, arrange- 
ment, revision & editing; EP34852, 


o 


I, Aronin, Ben, 1904- tr. IL, Reznick, 
Hyman, 1904- ed. Il, Sinzheimer, 


Library of Congress a 
Copyright Office Max, 1905 arr, 
Cont’d on next card) 





IMBER, NAPHTALI HERZ, 4.1909. 
Hatikvah. The hope. EP34852, (Card 2) 


IV. Title. V. Title: The hope. 


Library of Congress 


Copyright Office & 





Reznick, Hyman. 


M2194 ARONIN, BEN, 1904- 

.3 Latkeh ditties; by Ben Aronin, piano 

A8L3 arrangements by Max Janowski [edited 
by Hyman Reznick] [For voice and piano] 
35¢ © Board of Jewish Education, Music 
Department, Chicago; 26Nov51; AA201511. 


I, Title. [II, Janowski, Max, 1912- 
Il, Reznick, Hyman] ApR -1 1952 


Library of Congress B Unit B 
Copyright Office 





2114 REZNICK, HYMAN, 
3 A seal upon thy heart; [for] voice and 
R piano [by] Hyman Reznick. 60¢ © Trans- 
continental Music Corp., New York; 
12May53; EP71458. 


I. Title. 


Library of Congress @ 
Copyright Office 





REZNICK, SIDNEY Cy 
Batter up Rules. Shect. 
© 16Nov503, 4a166820, 





REZNICK, SIDNEY. 
How towrite jokes, Townley Co, 
36 pe © Sidney Reznicks 12Mar5h; 
A1296h5. 








EZ} sony » Sidney, 
Now I ask yous 
Bialok, Norman. 





REZNICK AND KELLNER ©. 
The Grizzly shoe. Label. © 15Sepl7; 
KK21563. 





REZNIK, HANS. 

Histogenetische Untersuchungen 
an Bititen=- und Infloreszen- 
zachsen, AF0-8960, SEE 
Rauh, Werner. 





REZNIKOFF, CHARLES. 

The Jews of Charleston; a history of an 
American Jewish community, by Charles 
Reznikoff with the collaboration of Uriah 
Z. Engelman, xii, 343 p. illus. 
© Jewish Publication Society of America, 
Philadelphia; 5O0ct50; A48693, 


I, Engelman, Uriah Zevi. 
II, Jewish Publication Society of America. 


ebc/r 
Library of Congress / 
Copyright Office NOV 1 6 {950 


0) payee 
KedéZ 9 





Reznikoff, Charles, tr. 


COHN, EMIL. 

Stories and fantasies from the Jewish past; 
translated from the German manuscript 
by Charles Reznikoff. Philadelphia, 
1951. 262 p. © Jewish Publication 
Society of America; 11Apr51; A68736. 


I, Reznikoff, Charles, tr. 
Il, Jewish Publication Society of America. 


Library of Congress 
Copyright Office /r 





REZOLIN, inc. 
Durez casting resin. KK67610. SEE 
Durez Plastics and Chemicals, inc. 





Rezongona. 


M1684 LOPEZ MENA, DOMINGO. 

<2 La rezongona; corrido, letra y 

>D misica de Domingo Lépez Mena. 
© Promotora Hispano Americana 
de Misica, s. a., México; 18Mayl8; 
EF 9623. 


Library of Congress @ 


Copyright Office 





Rezou, Markell Peggy. 


MY WAITING HEART © Mary G. Saviolis 
w Irene G. Vianos m Markell Peggy 
Rezov 7Jun49 EU170377 


Library of Congress 
Copyright Office 





REZOU, NINA, pseud, SEE 
Monis, Thérése, 1930- 


EF0-6432 


Library of Congress 
Copyright Office 





SA 


Regtilop, Gnivri, illustrator 


211169 Christie, E P 





Stories by Granddaddy Blue Nose, 
by E. P, Christie; illustrated by 
Gnivri Reztilop. rey York, William- 
Frederick press [19,6] 

pamphlet (29 p.) illus. 22 om. 


© 6-25-46; 2 c 8-6416; B. P. 
Christie, Oakland, Calif.; AA 21469. 


afp 92h-16 


REZZANO, CLOTILDE GUILLEN DE 
SEE Guilién de Rezzano, Clotilde. 





111356 


Rezzano, J. Duelo criollo... 


Pizarro, lfanuel. 

Panvre fou ... Dueio criollo .,..% 
[paroles espagnoles de Lito Bayardo, 
music by] J. Rezzano. Paris, Julio 
GarZon,. } 

© 15Julh6; publisher; EF2701l. 


Piano-conductor score (orchestra) and 
parts. Score and parts of Duelo criollo 
on verso of score end parts of Pauvre fou, 


I. Rezzano, J. Duelo criollo. II. Bayar- 
do, Lito, lyrici gt. III. Title. IV. Tities 


Dugis es ollo. 


Copyright Office Music Cat. 





M1356 REZZANO, JUAN, 1895- 

R Besame. Un baiser; bolero, paroles 
frangaises de Jean Rodor [pseud.] paroles 
espagnoles et musique de Juan Rezzano, 
[Piano-conductor score (orchestra, with 
words) and parts] © Julio Garzon, Paris; 


30Apr53; EF0-20367, 


I, Title. II. Title: Un baiser, [III. Coulon, 
Jean Pierre, 1881- ] 


Library of Congress @ 


Copyright Office 





Rezzano de Martini, Marfa Clotilde, tr. 


CROMWELL, GERTRUDE E., 

La salud del nifio en su relacién con la 
educacién, [The health of the school 
child] versién castellana de Marfa 
Clotilde Rezzano de Martini. 202 p. 
(Biblioteca de cultura pedagégica, 29) 


© on translation; Editorial Kapelusz, 
S.R.L., Buenos Aires; 5Aug51; AF0-6270. 


I, Rezzano de Martini, Marfa Clotilde, tr. 
II, Editorial Kapelusz, S.R.L. 


Library of Congress & JAN 1 8 1952 
Copyright Office r 





Rezzovaglio, Giulia, 1912- 


M1356 BORGAZZI, FABIO, 1920- 

.B Mi manca un venerdi; fox-trot, parole di G. 
Serafin [pseud.] musica di G, Fabor [pseud] 
[Piano-conductor score (orchestra) and 
parts] © Edizioni musicali FAMA, 
Milano; 3Jul54; EFO-29065., 


I, Title. [II. Rezzovaglio, Giulia, 1912- 


Library of Congress @ 





REZZOVAGLIO, GIULIA, 1912- SEE ALSO 
Serafin, G. R. (pseud.) 


Rezzovaglio est. in Music Sec, 


Library of Congress @ 


Copyright Office 





Rh... its relation to congenital hemolytic 
disease 


Potter, Edith Louise, 1901— 

Rh ... its relation to congenital hemolytic disease & to 
intragroup transfusion reactions ... ~Chicago, Year book 
pub. ,1947, 

xvi, 344p. illus. 21cm. (General practice manuals) 

Bibliography : p. 297-336. 


1. Rh factor. 2. Hemolysis and hemolysins. (2. Anemia, Hemolytic; 
3. (Erythroblastosis, Fetal, 


RG629.P6 616.15 Med 47-2108 
© 18Apr47; Year book publishers, inc. ; A12706. 


U. S. Army Medical Library @ [WB359P866r 1947] 


for Library of Congress Sit 





Rhadamanthus seud. . 
see Neilson, a 1867- 





Rhaesa, Donald Lloyd. 


AFFECTION © w & m Donald Lloyd 
/Rhaesa 16Ju1\7 EU8773 





Rhaesa, Donald Lloyd. 


DEDICATION IN BLACK © m Donald 
Lloyd\ Rhaesa 16Ju1lh7 2U8)772 





Rhaesa, Donald Lloyd. 


FASCINATION © w & m Donald Lloyd 


\Rhaesa 16Ju1h7 Ev8)770 





Rhaesa, Ponald Lioyd. 


I'LL DREAM IT THAT WAY © w & m Donald 
Lloyd /Rhaesa 13Aug7 EU88)7h 





Rhaesea, Donald Lloyd. 
NOCTURNE TO THE MOON © w & m Donald 
Lloyd|Rhaesa 16Ju1)7 EU8771 





Rhaesa, Donald Lloyd. 


WE UNDERSTAND © w & m Donald Lloyd 
\Rhaesa@ 16Jul,7 EU8)769 





Rhambeau, Ewell, joint composer. 
Se Fernandez, Robert John. A kiss 
to the girl I love, 





Rhambo, Ewell Goldwyn, 
Lonely evening}; words by E. G, Rhambo, 
© 7-30-63 E. G. Rhambo, Austin, Texe} 
EBU29520. 





Rhanmbo, Ewell Gold 
Pluto and Tabby, the cat; words by 
E. C ret & ‘i 
30< E. G. Bhambo, Austin, Tex. 
wvessis. 3 5 ’ $ 





RHANEY, MAHLON CLIFTON. 
Some aspects of the carbohydrate 
metabolism of the kingsnake 
eee aresie getulus floridana) 
Thesis-Univ. of Michigan] Ann Arbor, 
1948. Microfilm copy of typewritten 
ms. Made in 1948 by University 


Microfilms (Publication no. 1072) 
Positive. © Mahion Clifton Rhaney; 
30Sep48; A27376. 


ebc/rk 
Library of Congress 


Copyright Office 





RHAPSILOQUY © m Lottie May McFarland 
18Nov48 EU151641 


Library of Congress © 
Copyright Office 





Rhapsodi. 


M1353. M@LLER, KAI, 1912- 

.M Rhapsodi; [by] Kai Mgller. (WH's 
orkester musik, nr.82) [Piano-conductor 
score (saxophone and string orchestra) 
and parts] © Wilhelm Hansen, musik- 
forlag, benhavn; 16O0ct53; EFO-23014, 


tlt hes, 


Library of Congress G 


Copyright Office 





Rhapsodi. 


M1105 MGLLER, KAI, 1912- 

-M77R5 Rhapsodi; [by] Kai Mgller. (Orkester- 

p musik, nr.82) [Score (saxophone and piang) 
and parts for saxophone and string 
orchestra] © Wilhelm Hansen, musik- 
forlag, Kgbenhavn; 29Aug53; EF0-23698, 


; I. Title, 


Library of Congress @ fai 
Copyright Office 





RHAPSODI FOR SAXOFON OG STRYGERE; by 
Kai Mgller © Wilhelm Hansen, 
musik-forlag. Notice 10Dec53 v23 pl77 


Library of Congress 


Copyright Office @ 





RHAPSODI FOR SAXOFON OG STRYGERE; 
by Kai Mgller.© Wilhelm Hansen, 
musik-forlag. Notice 4Nov53 
v23 p433 


Library of Congress 


Copyright Office G 





RHAPSODIC FANTASY ON SCANDINAVIAN 
SONGS AND DANCES; m Gaston Borch; 
orch. pts. © 28Feb21, £510159. 
R32605, 21lAprl8, Ragnvald c. 
Borch, Bergliot L. Keaster, Dagny 
B. DeNike & Fred Louis Borch II 
(Cc) 


Library of Congress 


Copyright Office & 





RHAPSODIC MURMURS ©m Isaac Wallace 
26Me yu8 £U13),050 


Library of Congress Go 


Copyright Office 





M101 
-S81 


én5 





Rhapsodic poem. 


Steiner, George. 
Rhap sodic poem ees Viola and piano. 
New York, Sprague=Coleman, ince {2.50 
1OJunl2; 2c 16Junl6; publisher; 
EP) Te 


1a tS i WS 


Music Cate 


Rhapsodic variations. 


LUENING, OTTO, 1900- 

Rhapsodic variations; for tape recorder 
and orchestra by Otto Luening and 
Vladimir Ussachevsky. [Score] © Otto 
Luening & Vladimir A. Ussachevsky; 
90ct54; EP83748, 


I, Ussachevsky, Vladimir Alexei, 1911- 
Il. Title. 


Library of Congress @ 





RHAPSQDIE; for violoncello & piano by 
Louis Dumas, © 22Nov26; E656723, 
René Dumas (C); 10May54; R130081. 


Library of Congress @ 


Copyright Office 





RHAPSODIE; m & © Winifred Robinson 
Bishop I7May50 EU204195 





RHAPSODIE; m & © Winifred Robinson 
Bishop 11Ju150 EU209170 


Library of Congress w 


Cepyright Office 





RHAPSODIE; for violin & piano by Blair 
Fairchild. © 24Dec24, E609118. 
R99847, 25Aug52, Samuel Dushkin (E) 


Library of Congress G 


Copyright Office 





RHAPSODIE © m Aida Smith 26Sep7 
BU95,03 


Litrary cf Congress @ 
Copyright Office 





Rhapsodie; von Ernst Roters. R 
© 28augl8s 2545311. R12040; 26augh6; 
Es Roters (A), Berlin-Charlottenburg, 
Gore 





RHAPSODIE; harpe. © 15Mar23, 
E557188. R61118, 6Apr50, Marcel 
Grandjany (A) 


Library of Congress @ MAY - 9 1950 
Copyright Office 





Rhapsodie. 
M1045 POOT, MARCEL, 1901- 
P77 Rhapsodie; [by] Marcel Poot. Partition 
R5 d’orchestre. © Universal Edition, Wien; 
31Aug48; EF12372. 


I. Title. 


Library of Congress 
Copyright Office 





Rhapsodie. 
M1031 DARCY, ROBERT, 1910- 

.-D3R4  Rhapsodie [by] Robert Darcy. © 
Editions Brogneaux, Bruxelles; 
o4uFeb46; EF11508. Score (trumpet 
and piano) and part. 


I, Title. 





Rhapsodie. 


M25  KADOSA, PAUL, 1903- 
K Rhapsodie. Op. 28a. Piano solo 
[by] Paul Kadosa. © Universal- 
Editions, Wien; 22Jul7; EF93\3. 


Library of Congress Ge 


Copyright Office 





“Rhapsodie. 
M1621 KOSMA, JOSEPH, 1905- 
K Rhapsodie; variations & vocalises 
pour soprano léger [by] Joseph 
Kosma. © Enoch & Cie, Paris; 
1lNov47; EF7207. For voice and 
piano; without words. 


i treet le. 


Library of Congress @ 
Copyright Office 





Rhapsodie. 


M1106 DAMASE, JEAN MICHEL, 1928- 
-D “(Rhapsody, oboe & string orchestra) 
9 ane [by] Jean Michel Damase, 
Henr 


y Lemoine & cie, Paris; 30Apr48; 
EF11669. Score (oboe and piano) and 
part. 


I. Title. 


Library of Congress xM247 
Copyright Office 








unpub. 2042 


Rhapsodie Americana. 


Baldwin, Harry Denison, 





RHAPSODIE CAUCASIENNE; for orchestra 
by Francis Salabert; pts. © 
31Dec25, E631190, R111151, 15Apr53, 
Eugénie Micsunesco Salabert (W) 


Library of Congress is 
Copyright Office 





RHAPSODIE CONCERTANTE; m & © Leonard 
Baron 4Jan54 EU342758 


Library of Congress w 


Copyright Office 





Rhapsodie des Stidens. 


M1350 HUBER, PEPI, 1902- 

-H *Rhapsodie des Sidens. Rhapsodie of the 
South, Von Pepi Huber, instrumentiert 
von Jos. Rixner. [Piano-conductor 
score (orchestra) and parts] © EFI-Ton 


Verlag, G.m.b.H., Wien; 1Sep49; 
EF0-1633. 


I. Title. Il. Title: Rhapsodie of the South, 
{Ill. Rixner, Josef, 1902- ] 


Library of Congress M, 
Copyright Office @ AR 2 8 1950 





Ma 02 
ee Rhapsodie d'un soir. 
Alstone , 
Rhapsodie d'un soir; paroles de 
Maurice Chevalier, Paris, Bditions. 
Salabert. 
© 2Novwl5; le 18.°ulh6; publihser; 
br2245. 


For voice and piano, 


I. Chevalier, Maurice, lyricist. II. 
Title, 


Ifusic Cat. 





RHapsodie dtun soir. 
Alstone. 

Rhapsodie d'un soir; paroles de Maurice 
Chevalier eee De tout mon coeur; paroles 
de André Tabet et Roger Bernstein cee 
arrt. par Francis Salabert. Paris, 
Salabert. 2-4 p. and 18 pts. 

© laprl6é; fiditions Salabert; EF2203, 
EP2211. 

Piano-conductor score (orchestra, with 
words) and parts. Score and parts of De 
tout mon coeur on verso of score and parts 


of Rhapsodie d'un soir. 





Rhapsodie d'un soir, 
<2 Alstone, EF2208, EF2211,. 





Rhapsodie espagnole. 


M1045 SOMMERLATTE, ULRICH, 1914- 

.969616 Rhapsodie espagnole; [by] U. Sommerlatte, 

R5 [Score: orchestra] © Edition Modern, 
Neuburg/Donau; 4Apr53; EF0-20837, 


I, Title, 


Library of Congress @ 
Copyright Office 





Rhapsodie fantastique. 


M1045 FISCHER, ERNST, 1900- 

.F Rhapsodie fantastique, Ftir grosses 
Orchester, von Ernst Fischer, [Score] 
© Schott & Co., ltd., Mainz, Ger.; 
17Nov52; EF0-18684, 


b Title: 


Library of Congress @ 





RHAPSODIE, from Zwei Stticke, no.2; for 

violin & piano by Walter W. Stock- 

hoff. © 18Aug24, £602556. R90673, 
18Feb52, Walter W. Stockhoff (A) 


Library of Congress @ 
Copyright Office 





: Rhapsodie ,zéorgienne. 

M1011 DJABADARY, HERACLIUS, 1891-1937. 

-D Rheapsodie géorgienne, Op.2. 
Pour piano et orchestre, . 
{by} H. Djabadary, piano II 
réduction de l'orchestre par 
Chotha Djabadary. Paris, 
Gallet et Fils. © Chotha 
Djabadary, Paris; Jan; 
EF3872, 


I, Djabadary, Chotha, arr. 
ity TitiIGg 


Library of Congress & 
Copyright Office Music Cat. 





Rhapsodie hongroise,. 


MT247 LISZT, FRANZ, 1811-1886. 

»L *(Rhapsodie hongroise, piano, no. 6) 
Sixiéme rapsodie hongroise; [by] Liszt, 
éd. de travail [by] Alfred Cortot. 
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ZFecCleworth, Janice Clarkson. 





Rhapsody. 
te Royce, Roger Paul. 





Rhapsody. (R) SEE 
Sechnitzler, Arthur. 





Rhapsody. 


Sée 


—— = 


Small, Alvin H 





RHAPSODY APPASSIONATA, from Loose leaf 
film play series, bk.2, no.11; for 
orchestra by Albert W. Ketelbey. © 
280ct24, E598989. R92910, lApr5d2, 
Albert W. Ketelbey (A) 


Library of Congress ap 
Copyright Office 





RHAPSODY AT TWILIGHT; m Leonard Butler; 
pf. © 2Apr21, E506540i R43042, 
5Jani9, Mrs. N. Butler (W) 


Litrary of Congress @ 
Cepyright Office 





A RHAPSODY BEATS IN MY HEART; w, m & © 
Herbert Warren Goldblatt 17Mar53 
EU308089 


Library of Congress 
Copyright Office 6 





RHAPSODY BLUES; m & © Arthur John 
Cherpoff 22Dec53 EU341916 


Library of Congress VY 
Copyright Office 





RHAPSODY BOUNCE © arr Bernard 
Landes 6Junl7 —U82961 





RHAPSODY BY. CANDLELIGHT; m & © Walter 
Valentino Liberace 21Sep54 EUS71572 


Library of Congress vi 


Copyright Office 





THE RHAPSODY CALLED YOU; w Gerald Deitz 
m Lillian Anne Miller © Gerald Deitz 
& Lillian Anne Miller 14Dec51 
EU259 369 


yan 3? 
Library of Congress @ 


Copyright Office 





RHAPSODY D'AMOUR ©w & m Ronald 
Hall 16Ju1)7 EU8)669 





RHAPSODY DRAMATIQUE © m Freda Block- 
man 22Ju148 EU140121 


Library of Congress G 


Copyright Office 





RHAPSODY F SHARP MINOR, op.13; m & 
© Rudolph Peter Gilcher earebot 
EU231905 


APR 16 1954 


Library of Congress 
Copyright Office 





RHAPSODY for a shirte B5-20209~4 
SEE Wallachs- 





Rhapsody for brass. 


MEYERS, CARL DEAN, 1924- 

Rhapsody for brass; by Carl D. Meyers. 
[Score: 2 trumpets, horn, trombone, 
baritone and tuba] © Carl Dean Meyers; 
9Sep50; EP49074. 


I. Title. NOV ~ 2 1959 


Library of Congress 
Copyright Office 





RHAPSODY _ “OR ED ALTO SAAOPHON 
PL2i10 Om wre nei s Leonéer 
an 18 EU JLI4L fal 


DeMarco 29Ja 


Library of Congress 
Copyright Office 


TE 


2. 
Cc 





Rhapsody for Elizabeth. 


M1350 LAUDAN, STANLEY. 

.L Rhapsody for Elizabeth; arr. by William 
Hill-Bowen and Ernest Tomlinson 
[music by] Stanley Laudan & Gordon Rees. 
[Piano-conductor score: orchestra] 
© Arcadia Music Pub. Co., ltd., London; 


1Jul53; EFO-21747. “ 


I, Rees, Gordon. II. Title. [II]. Hill- 
Bowen, William. IV. Tomlinson, Ernest] 


Library of Congress & 


i 





-Rnapsody for Elizabeth, 


LAUDAN, STANLEY, 

(Rhapsody for Elizabeth) Theme from 
Rhapsody for Elizabeth; piano solo, by 
Stanley Laudan & Gordon Rees. 2/6 
© Arcadia Music Pub. Co., ltd., London; 
1Jul53; EFO-21748. 


I, Rees, Gordon. II. Title. III. Title: 
Rhapsody for Elizabeth. 


Library of Congress & 





RHAPSODY FOR SAXOPHONE; for saxophone 
& piano by Will Donaldson. © 
30ct27; E671840,. Will Donaldson 
(A); 40ct54; R136996. 


Library of Congress if 
Copyright Office 





Rhapsody for saxophone. 


M1035 CAMARATA, 

C3R4 Rhapsody for saxophone; by Camarata. 
© Mills Music, inc., New York; 4Apr49; 
EP35651. Score (saxophone and piano) 
and part. 


I.. Title. 


Library of Congress 
Copyright Office 





RHAPSODY FOR TROMBONE AND PIANO; m & 
© Julius Edward Muller 23Jan50 
EU194935 


Library of Congress eo MAR 30 1950 
Copyright Office 





RHAPSODY FOR T\..0 € w Norma 
Torgersen, m Leland R. 
Torgersen 6Auglh7 EU89692 





RHAPSODY FOR VIOLIN © m Louis Gorchoff 
11lApr49 EU166317 


Library of Congress @ 
Copyright Office 





RHAPSODY FOR VIOLIN AND ORCHESTRA 
© m Iwcien Cailliet 12mMay)8 
EU13),105 





Rhapsody from Hunger(y). 


M1625 JONES, SPIKE, 1911- 

-J65R5 Rhapsody from Hunger(y); based on 
Hungarian rhapsody no.2 (Liszt), Hungar- 
ian dance no.5 (Brahms), Two guitars 
(traditional) [and] Pizzacato (Delibes). 
Arrangement by Spike Jones.. [Melody, 
with instrumental cues and spoken words] 
50¢ © on arrangement;-Oakhurst Music 
Pub. Co., Beverly Hills, Calif.; ; 30Apr51; 
EP54396. 


I. Title. ; 
Library of Congress & JUL 6 1951 


Copyright Office 





Rhavsody,’ from 's lark; m Ce. Pe. 
Richman. ons Charl es Philip Richman, 
Chicago; luayl7 3 EU73912. 





Rhapsody in Andros. 


HAYES, NELSON. 

Rhapsody in Andros; a tale of the 
shallows of Andros, Bahamas. 
Doubleday. 282 p. © Nelson 
Hayes; 17Sep53; A106520. 


Library of Congress & 





RHAPSODY IN BASS; m Irving Randolph 
© Mellow Music Pub. 2Nov51 EU250729 


0-6 1951 


DE 
Library of Congress @ 
Copyright Office 





Rhapsody in black. 


DAY, RICHARD ELLSWORTH. 
Rhapsody in black; the life story of 
John Jasper. 149 p. © The Judson 
Press; 17Dec53; A118453.. 


I. Judson Press. 


Library of Congress 
Copyright Office 





RHAPSODY in blue. KK71357. SEE 
Capitol Records, inc. 





RHAPSODY IN BLUE; m George Gershwin, 
organ arr. Jesse Crawford. © on 
arr.; QNov27; E675967. “New World 
Music Corp. (PWH of J. Crawford); 
1ONov54; R139341. 


Library of Congress @ 


Copyright Office 





RHAPSODY IN BLUE; m George Gershwin, 
*arr. Isidore Gorn; piano. © on 
arr.; 24Aug27; E674172. New World 
Music Corp. (PWH of I. Gorn); 
27Aug54; R135445. 


Library of Congress eg 


Copyright Office 





RHAPSODY IN BLUE; for jazz band & 
piano with 2d piano in score by 
George Gershwin. © 31Deco4, 
E606144. R88399, 2Jan52, Ira 
Gershwin, Frances Godowsky & Arthur 
Gershwin (NK) 


Library of Congress gS 
Copyright Office 





RHAPSODY IN BLUE; m George Gershwin. 
© 12June4, E589226. R79637, 1l2Jun51, 
Arthur Gershwin, Ira Gershwin & 
Frances Godowsky (NK) 


Library of Congress G 
Copyright Office 





Rhapsody in blue. 


M1060 GERSHWIN, GEORGE, 1898-1937. 

- G38 Rhapsody in blue; [by George Gershwin] 

R59 choral finale for mixed voices, arr. by 
Clay Warnick. [Voice score] 30¢ 
© on arrangement; Harms, inc., New 
York; 27Jan50; EP44250. 


. Title. [II. Warnick, Clay] 


Library of Congress 
Copyright Office 





M175 Rhapsody in Blue, 
G GERSHWIN, GEORGE, 1898-1937. 

in Blue) Andante and 
Finale, from George Gershwin's 
Rhapsody in Blue; for accordion 
solo (bass clef) arr. by Roberto 
Carreno. © Harms, inc., New 
York; 19Aug7; on arrangement; 
EP1703). 


I. Carreno, Roberto, arr. 
II. Title: Rhapsody in Blue. 


Music Cat. 





Rhapsody in Blue. 
GERSHWIN, GEORGE, 1898-1937. 

(Rhapsody in Blue) Andante and 
Finale, from George Gershwin's 
Rhapsody in Blue ... transcribed 
by David Grunes. (© Harms, inc., 
New York; 19Aug7; on arrangement; 
EP17036. Score (violoncello and 
piano) and part. 


I. Grunes ; David, arr. IL. Title: 
Rhapsody in Blue. 


@ Music Cat. 





Rhapsody in blue. 


M285 GERSHWIN, GEORGE, 1898-1937. 

.X6G (Rhapsody in blue) Andante and 
finale from George Gershwin's 
Rhapsody in blue, transcribed 
by F. Henri Klickmann. © Harms, 
inc., New York; 8Ju148; on ar- 


rangement; EP28589. Score (xy- 
lophone or marimba and piano 
and part. 


I. Klickmann, F. Henri, 1895- 
II. Title: Rhapsody in blue. 


Library of Congress & 


Copyright Office 





Rhapsody in blue. 
lershwin, George, =P10166. 





Rhapsody in blue, Part I. 
see 


Saveway industries. 


w@ AFP 4-25-46 





Rhapsody in blue, Part II. 
see 


Saveway industries, 


afp -25-)6 





RHAPSODY IN BOOGIE pt. 1-2 m Earle R. 
Spencer & Paul Polena © Paul Reiner 
Music Publishing Co., ince. 2May49 
EU165960, 165959 


Library of Congress 
Copyright Office ; 





Rhapsody in brew - the highnote in 
coffee. 


Murphy, George Edward 





Rhapsody in C major. 


M175 DEIRO, PIETRO, 1888- 

-A4D (Rhapsody, accordion, no.2) Rhapsody 
in C major; no.2, accordion solo by 
Pietro Deiro. (Ampco edition, no.383) 


75¢ © Accordion Music Pub. Co., New 
York; 20Apr51; EP54701. 


I, Title. 


Library of Congress 
Copyright Office 





RHAPSODY IN F; m & © Erwin Gustav 
Schonherr 5Nov54 EU376234 


Library of Congress @ 


Copyright Office 





RHAPSODY IN F ©m John Wesley Morrison 
29Marh8 EU123220 


Library of Congress ell 
Copyright Oface 





Rhapsody in F flat minor; m C. Pe 
DeBiasie € Charles P[hilip] 
DeBiasi, Waterford, Conn.; 7May7; 


EU7L3456 


Library of Congress @) 
Copyright Office 





if1010 
~M82R5 
19h3a 


Rhapsody in F sharp. 


Moeran, Ernest John, 189]- 

Rhapsody in F sharp; for piano and 
orchestra, London, J. & W. Chester, 
ltd. 

© 7Augl3Z; le 3Jull6; publisher; 
EF1823. 


Music Cat. 
Library of Congress & 


Copyright Office 





Rhapsody in Four Noéls. 


M11 PICHE, BERNARD. 

oP Rhapsody on Four Noéls; for organ, 
by Bernard Piché. © The H. W, 
Gray Co., inc., New York; 
Thi ovl:7; BP1926). 


Le Lette. 


Library of Congress @ 


Copyright Office 





RHAPSODY in green. KK15727. : 
' SEE Minnesota Valley Canning Co. 





RHAPSODY in Hebrew. DU2)\270. SEE Werth, 


Paul. 
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RHAPSODY IN IVORY; w, m & © Mark 
Clement 6Nov51l EU255275 


Library of Congress ® 
Copyright Office 





RHAPSODY IN JUNE; w, m & © William 
Everett Johnson 12Nov54 EU376960 


Library of Congress 
Copyright Office 





RHAPSODY IN MAY © w & m Jack B. Cox 
22Jun49 EU171107 


Library of Congress OF 


Copyright Office 





RHAPSODY IN MOODS © m Mary Moor Day 
arr Joyce Wheeler 4Mar49 EU161053 


Library of Congress @ 
Copyright Office 





RHAPSODY IN MY HEART; m & © Despena Mary 
Kaliaris 15Jun54 EU361342 


Library of Congress B 


Copyright Office 





Rhapsody in my heart. 
M1527 STEVENS, HELEN SMITH, 1918- 
6 (Songs for sale) Rhapsody in my heart; 
aS from Songs for sale, words and music 
by Helen S. Stevens. © Broadcast Music, 
inc., New York; 18Jun52; EP63734. Appl. 
states prev. reg. 26Oct44, EU395402. 


I, Title. Il. Title: Songs for sale. 


xM1527.8 


Library of Congress 
Copyright Office 





RHAPSODY IN PARIS. SEE Branscom, Harry 
Roberte 





RHAPSODY IN PINK ©w Ella Mell m 
Ben Patton 1)May48 £U13005 


Library of Congress @ 


Copyright Office 





RHAPSODY IN RED; by James Albert 
Richards. © 5Dec27; E680031. 
James Albert Richards (A); 14Dec54; 
R140624 , 


Library of Congress @ 
Copyright Office 





RHAPSODY IN RHUMBA ©m Eleanor Fine 
Chell 8Mayh8 Eu129344 





Rhapsody in rhyme. 


HECHLER, BEATRICE (MOZIER) 
Rhapsody in rhyme. Vantage Press. 
55 Do © Beatrice Hechler; 200ct53; 
A142103. 


Library of Congress e 
Copyright Office 





RHAPSODY IN RHYTHM; m & © Leone Perry 
Allen 1May50 EU202395 


Vig § \9 50 
Library of Congress MAY & ° 
Copyright Office 





A RHAPSODY IN RHYTHM; m & © Anthony 
Lew Maren 20Sep54 £U371384 


Library of Congress e 


Copyright Office 





M25 Rhapsody in rhythm. 
oW WHITFORD, ROBERT H 
Rhapsody in rhythm; [by] Robert 
Whitford, Erie, Pa., Robert 
Whitford Publications, © Robert 
H. Whitford, Erie, Pa.; 10Dech6; 
EP6487. For piano solo. 


Title. 


@ Music Cat. 





Rhapsody in rhythm. 

M1350 CROUDSON, HENRY, 1898- 

.C Rhapsody in rhythm; [by] Henry Croudson. 
[Piano-conductor score (orchestra) and 
parts] © Bosworth & Co., ltd., London; 
27Feb53; EFO-19025. 


I, Title. 


Library of Congress 
Copyright Office 





RHAPSODY in rhythm. DU236\5. SEE DaVincci, 


Rowland Leonard. 





RHAPSODY IN ROMANCE; w John W. 
Kauffman m Ruth Mann © on changed & 
added w & added m John W. Kauffman 
& Ruth Mann 2Jun52 EU276812. Appl. 
States prev. reg. as How did the 
honey bee miss you, 2Jan52, EU259843. 


Library of Congress 
Copyright Office 





Rhapsody in scales. 
NEVIN, MARK. 
Rhapsody in scales; piano solo 
by Mark Nevin. © Schroeder & 
Gunther, inc., New York; 2Janl7; 
EP6),72. 


Title. 


@ Music Cat. 





Rhapsody in swimtime. 
cyee-Brizendine, Edith incaee 





RHAPSODY IN THE NIGHT m Ronald Buck 
©w Bertie Maric Prather 2Janl8 
£U114.629 


Library of Congress 
Copyright Office 





RHAPSODY in two flats. D unpe 1545. See 
Hay, Edger. Lee. 





RHAPSODY IN WOOD m Ralph Burns 
© Charling Music Coro. 3Nov49 
EU184007 


Library of Congress @ 


Copyright Office 





RHAPSODY IN WOOD. (Puppetoon) Paramount Pictures, 
Ince, 1947, 9 Mine, Bde, color, Sra. 
Credits: Director, George Pals story, Jack 
Miller. 
‘@) Paramount Pictures, Inc., New Yorks 19Dec473 
369. 





THE RHAPSODY IS YOU, THE COMPOSER 
TABU. SEE Dana Perfumes, inc. 





RHAPSODY, JR.; m Duke Ellington. © 
210ct26, E649276. R119432, 220ct53, 
Duke Ellington (A) 


Library of Congress @ 





RHAPSODY JR.; m Duke Ellington. © 
210ct26; E649276. Duke Ellington 
(A); 3Mar54; R126305. 


Library of Congress G@ 


Copyright Office 





Rhapsody Maierzy. 


CORBMAN, LEE, 1909- 
Rhapsody Maierzy; piano solo, by Lee 
Corbman,. 60¢ © The Willis Music Co., 
Cincinnati; 26Dec50; EP51470. 


Library of Congress & 
Copyright Office 





R 


Rhapsody march; by Franz Liszt, arr 
Preston Ware Orem. © 15Novlé; 
£)137963~6 R218; SMarlj6; Theodore 
Presser cOs (PWH), Philadelphia. 





Rhapsody moderne; m J. C, Chalfant. 
© James Clifford Chalfant, Akron, 
Ohio; Z0Aprk7s “EU76266.~ 





RHAPSODY MODERNE; m & © Edward George 
Chapman 8Mar50 EU196539 


Library of Congress 
Copyright Office 





RHAPSODY NOTES FROM HEAVEN; m & © 
George Taff Zaharatos 10Ju153 


EU323096 


Library of Congress @ 
Copyright Office 





RHAPSODY no. 1 © m Harry Lutsky 
12Dec49 EU187700 








E unp 89),9 
Rhapsody no. l. 
See 


Gregory, Vance A 


Rhapsody no.2. 


M1060 BRAHMS, JOHANNES, 1833-1897, 

-B *(Rhapsody, piano, op, 79, no,2) Rhapsody 
no. 2; [by] Brahms. Op.79. [Rearranged 
by Quinto Maganini] New York, Edition 
Musicus. [Score: orchestra] $1.75 © on 
arrangement; Quinto Maganini; 15Nov50; 
EP51415, 


I. Title. [IJ. Maganini, Quinto, 1897- 


Library of Congress JA : 
Copyright Office @ N 22 1959 





Rhapsody of America. 
._ff2o Hazlett, Charles Walter, jr. 





RHAPSODY OF FANTASIE © m 
Harold Wallace Stevens 25Augh7 
EU9ZOL6 





RHAPSODY OF FISHERMAN'S WHARF; w & m 
Glen Hurlburt & Greig McRitchie 
© Leeds Music Corp. 4Apr51 EU234688 


Library of Congress 
Copyright Office 





Rhapsody of glory. 

M1573 — JOHANNES, 1833-1897, 

psody of glory; for chorus of soprano 
1 i * 2 and oo y | Johannes Brahms, arr, 
by Robert W. Gibb. [Words by Mary B. 
Austin. (Octavo i 688) The B. F. 
Wood Music Co., Boston; 23Mar49; on 
arrangement; EP35105, 


I. Gibb, Robert W., arr. II. Austin, Mary B., 
lyricist. Ii. Title. 


Library of Congress 
Copyright Office 





Rhapsody of love; w &m G. Adams. 
© Garcia Adams, New York; 23:.prh7; 


Fu9526. 





RHAPSODY OF LOVE ©w & m Joscph 
Eleazar Christian 19Sepl7 EU9}\308 





Rhapsody of loves; w B. J. Dade, m‘H. F. 
Bohland, arr Robert Edward Nelson, 
© Herbert Fred Bohland & Betty Jane 
Dade, Cleveland; 28Mayli7; FU77628. 


Library of Congress @ 


Copyright Office 





Rhapsody of love; w & m S. Skolnick. 
© Sol Skolnick, New York; 
10Aprl7; EU7122),. 





A RHAPSODY OF LOVE; m James Charles 
McNeil w & © Alice I. Harris 26Nov51 
EU257166 


Library of Congress ny 
Copyright Office 





RHAPSODY OF LOVE; w, m & © Robert 
William Slack 7Feb52 EU263679 


Library of Congress ni 
Copyright Offiee 





RHAPSODY OF LOVE; m Louis Tobin w & 
© Charles R. Howard 12Mar5l1 EU2352009 


Library of Congress 
Copyright Office @ 





RHAPSODY OF LOVE; w William 0. Walker 
m James C. Rochester © William 0, 
Walker & James C. Rochester 9Feb50 
EU193187 


Librery cf Congress 
Copyright Office 





Rhapsody of love. 


M1739 JONES, MAI, 1901+ 

2 (Welsh rarebit) Rhapsody of love; Rhondda 

J rhapsody, created by the BBC feature, 
Welsh rarebit, by Mai Jones. [For voice 
and piano] 2/6 © on song version; 
Lawrence Wright Music Co., ltd., Lon- 
don; 1Sep51; EF0-9668. Appl. states prev. 
version; Rhondda rhapsody. 


I. Title. II. Title: Welsh rarebit. 
Ill. Title: Rhondda po Noy -5 1951 


Library of Congress 


Copyright Office xM1527.6 . 





BE unpub. 9149 


Rhapsody of love. 


Stults, Del Clyde. 


@ kee 6+17-li6 





Rhapsody of love. 
See Turgeon, Al. 





Rhapsody cf onc-o-five crosstown; w&am 
P. E. Rizzo. € Phillip Edward Rizzo, 
Cleveland; 9iprl7; EU48751. 





RHAPSODY OF PEACE © m Edward A. Wins- 
ton 18Feb49 EU157692 


Library of Congress a 
Copyright Office 





Rhapsody of romance; w & m Martin Grupp 
& Walter David Stein. © Walmar music 
cow, New York; 23Aprh.7; EUL99). 





THE RHAPSODY OF SPRING © w & m Lucille 
Peari Popp, Doris Kinney & Helen 
Myrtle Cottrill 30Jun49 EU171804 





E unp 6075 
The rhapsody of spring. 
See 


Riehl, Allan Edwin, 





Rhapsody of the gypsy; w & m Cliff 
{i., e. Clifford] Emanuel Sundin. 
© Clifford Emanuel Sundin, Oakland, 
Calif.; 2hDech6; ieee 





The rhapsody of the night. 
Seo Beebe, Bernard Je 





RHAPSODY OF THE VALLEY © w & m Lewis 
E. Chroman 2liMay8 £U133955 


Library of Congress eG 
Copyright Office 





RHAPSODY. OF TOMORROW; m Emmett Leon 
Brown Jr. arr Thomas Boroughs 
Moseley © Emmett Leon Brown Jr. & 
Thomas Boroughs Moseley 2lAug53 
EU328246 


Library of Congress _ 





RHAPSODY ON A THEME FOR A TUNER; 
m & © Walter Pels 15Ju153 EU323489 


Library of Congress @ 
Copyright Office 





RHAPSODY ON AN OLD ENGLISH TUNE, 
LAZARUS; by Cyril ares Rootham}; 
double string orch. Apre4, 
E583908. R79144, 31May51, Rosamond 
M. Rootham (W) 


Library of Congress 
Copyright Office 





RHAPSODY ON ICE. Audio Pictures, Ince, 
Presented by Columbia Pictures 
9 min., sd., b&w, 35am. 
s : Presents Barbara Ann Scott, 
1948 Sisaete ice skating champion. 
Columbia Pictures Corp.3; 23Deci8; 
NP3843. 





RHAPSODY ON JEWISH FOLK SONGS © m arr 
Lillian Robbins 17Nov48 on arr 
EU152105 


Library of Congress a 
Copyzight Office 





Rhapsody on Negro spirituals. 


M1245 BALL, ERIC, 1903- 

-B2R42 (Rhapsody on Negro spirituals, no.2). 2nd 

Ss rhapsody on Negro spirituals; for brass 
band [by] Eric Ball. Full score. 
© Besson & Co, ltd., London; 8Jun54; 
EFO-27654, 


I, Title: Rhapsody on Negro spirituals. 


Library of Congress 
xM1670 





Rhapsody on Negro spirituals. 


M1268 BALL, ERIC, 1903- 

B Rhapsody on Negro YBa eal s [by] E: Eric 
Ball. © Besson & Co., 
13Jul49; EF13755. See Lamia 
score (band) and parts. 


I, Title. 


Library of Congress 
‘Copyright Office 





RHAPSODY ON OLD AMERICAN HYMNS. 


© Choral Press; 6Jun52; EP151486. 


1961 reg. 





RHAPSODY ON OLD CAROL MELODIES, op.55, 
no.2; for organ by William Lester. 
© 11Nov24, 60298 . R9Q1185, 28Fep52, 
William Lester (A) 


Library of Congress @ 
Copyright Office 





Rhapsody on the Sursum corda. 


Mil CANDLYN, T FREDERICK H 

«C Rhapsody on the Sursum corda; by T. ~ 
Frederick H. Candlyn. (St. Cecilia series, 
no. 749) © The H. W. Gray Co., inc., 
New York; 130ct49; EP41126. For organ. 


I. Title. 


Library of Congress 
Copyright Office @ 





RHAPSODY, op. 6, no. 4; pf. © 100ctel, 
E£522054. R39521, 250ct48, Albert 
Spalding (A) 





RHAPSODY, op. 13; violoncello & pf. 
© 15Mayl17, E395074. R36260, 
8Ju148, Eugene Goossens (A) 


Library of Congress & 


Copyright Office 





RHAPSODY, ope 1h, no. 1; m H. How- 
ells; pf. ©150ct19; Ey61312. 
R19123; lJun7; Herbert Howells 
(A), London. 





RHAPSODY ORIENTAL © m Paul Shahin, 
‘Lou Webb & Elmer Stonehouse, jr. 
200ctl.7 EU101527 





RHAPSODY ORIENTAL © m Geza Weitzner 
QAug49 EU175705 


Library of Congress @ 


Copyright Office 





Rhapsody orientale, 
cMmecAdams, Clifford.. 





; Rhapsody petite. 
<VvecHenningteld, Mirrian Bowden. 





RHAPSODY PIQUANT ©m Charles Will- 
ard Mitchell, II 160cth7 &u98567 





Rhapsody polka. 


M175 DEIRO, PIETRO, 1888- 

-A4D Rhapsody polka; [by] Pietro Deiro. (Ampco 
edition, no.517) [For accordion] 45¢ 
© Accordion Music Pub. Co., New York; 
170ct51; EP58265, 


Library of Congress @& 
Copyright Office 





Rhapsody polka. 
we2-Zuckert, Leon, arr. 





Rhapsody pour clarinette. 


M250 SAUVAGE, CAMILLE, 1910- 

Ss Rhapsody ag clarinette; spy ] Camille 
Sauvage. © Editions E.M.U.L., Paris; 
21Nov48; EF13447, For unacc. clarinet. 


I. Title, 


Library of Congress 
Copyright Office 





Rhapsody Publications, inc., 

M1630 HOVEY, VAHAN, 1925- 

aie The beginning of it all jwords] by 

eH George Fragos and [music by] Vahan 
Hoveye © Rhapsody Publications, 
inc., Mount Vernon, N.Y.; lAugh7; 
EP23965. For voice and piano, with 
chord symbols. 


Library of Congress 
Copyright Office 





Rhapsody publications, inc. 


The ending of it all; w George Fragos, 


m Vahan Hovey. © Rhapsody Ries 


tions, ea Ne oe ce 


1O0Rprit7; U7 





Rhapsody publications, inc. 


I'm bewildered; w George Fragos, 
m Vahan Hovey. © Rhapsody publi- 
cations, inc., Mount Vernon, Hl, Y¥ 


13Aprl:7; —U71988. Bo 





Rhaspody Publications, inc. 


M1640 HOVEY, VAHAN, 1925- 

2 I'm bewlidersa [words] by George 

yet Fragos and [music by] Vahan Hovey. 
© Rhapsody Publications, inc., 
Mount Vernon, N.Y.; lAugl7; EP23963. 
For voice and piano, with chord 
symbols. 


Library of Congress G 
Copyright Office 





Rhapsody publications, inc. 


Two ton totin' Tess; w George Fragos, 
m Vahan Hovey. © Rhapsoay publica- 
tions, inc., Mount Vernon, Ne Y.; 


13..pr7; EU71989. 





Rhapsody Publications, ine. 
M1630 HOVEY, VAHAN, 1925- 
32 Two ton totin' Tess [words] by George 
iH Fragos and [music by] Vahan Hovey, 
© Rhapsody Publications, inc., 
Mount Vernon, N.Y.; lAugl7; EP2396). 


For voice and piano, with chord 
symbols. 
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RHAPSODY RAEBIT. 1 reel. 

(Bugs Bunny special) 

Produced by Warner brothers cartoons, inc.; 
directed by I. Freleng; story by Tedd Pierce 
and Michael Maltese. 


(@©11-7-46; 2c 12-9-46, synopsis; Vitaphone 
corporation, author and claimant, New York; 


M 1373. 


® eog 12-16-46. 





Rhapsody rag. 
CROSS, BUDD L 

- Rhapsody rag; by Budd L, Cross, piano 
solo, as arr, by Winifred Atwell, 2/- 


© on arrangement; Sam Fox Pub, Co., 
inc., London; 230ct53; EF19761, 


I, Title, [Il. Atwell, Winifred] 
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Rhapsody rag. 


M1356 CROSS, BUDD L 

CC Rhapsody rag; [by] Budd L, Cross, arr, by 
Geoff, Love, for eight ‘piece orchestra. 
[Piano-conductor scoreand ‘parts] - 3/- 
© on arrangement; Sam Fox Pub. Co., 
inc., London; 230ct53; EF19762, 


I, Title, [Il Love, Geoffrey] 
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RHAPSODY RAMBLE; m Ann Leaf © Harman 
Music, inc. 9Jul52 EU281550 
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RHAPSODY ROMANCE; m & © Frederick 
Martin Mihalek 1lAug53 EU326901 
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RHAPSODY SAMBA; w, m & © on arr Kurt 
Stern 24Aug50 EU213320 





RHAPSODY TO YOU © w & m Stanley Ray 
Nussbaum 280ct48 EU147157 
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Rhapsody, violoncello & string 
orchestra. 


FULLIHAI, AIS. 

(Rhapsody, violoncello & string 
orchestra) Rhapsody, for cello 
and string orchestra; by Anis 
Fuleinan. Cello and »siano version. 
© Carl gi beede: inG., New York; 
lOAprl.7; EP13l:32. 


I. Title, 
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RHATTABAM; English w Harold Black m 
Leo Karczag © Harold Black & Leo 
Karezag 100ct51 EU256078 


DEr ~6 1959 
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RHAU, HENRY VON 
SEE Von Rhau, Henry. 





RHAWN, GEORGE ¥. ©. 
My personal ——- and family 
record. 96 pe, illus. 
© 100ct503 AA163828. 


ocT 27 1950 





RHAY, Marcille, pseud. SEE McRae, Marcille. 





